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ENGINEERS AND ELECTRICIAN 3. 
—— —, * UNION COURT, OLD BROAD STREET, LONDON, E.C. WORKS :—CHARLTON, cent. 
q | | TELEGRAPHIO ADDRÉSS8:---"JUNO LONDON. 

En ‘4 ELEPHONE No. 1.010. PRIVATE WIRE, CITY OFFIONS TO WORES. 


— 


Submarine Cables, and Contractors for Underground and Aérial Telegraphs. 


D Makers of Trott & Hamilton’s Patent Grapnel Rope and Trott & Kingsford’s Patent Indicating Graprels. 
| and Steel , both Patent and Oreepers, Mushrooms, Sinkers, 


Habling Gere Rope Splicing al Tools, 


Pe Mashinery Designed and Constructed for the Complete Equipment of Telegraph Oable Factories and Vessels. 
Steam and Hand Wire Sounding Machines for Deep and Shallow Water. 


Ml Apparatus and Material used in the Construction, Maititenance, and Working of LAND LINES, viz. ;— 
BORNE —Wrought Iron or Composite Poles for Telegraph, Telephone, and Electric Light purposes. House-Top Poles and Fittings, 
DD Iron and Steel Wire, Galvanized, Plain, or Stranded. Insulated Wires of every description. 
BETTERIEG—Sole Makers of Higgins’ Patent Bichromate Batteries, Leclanché, &c. Zine and Carbon Plates. 

RUMENTS.—Morse, Needle, Bells, Galvanometers, and other Testing Instruments. 


+ Makers of Underground, Aérial, Torpedo, and Field Cables, with Single or Multiple Cores, vis 
Insulated Copper Wires in Vulcanized India-rubber, G.P., Silk and — taped or braided 


| Lightning Oonductors of the most approved . 
Carhons, Switches, &e., &e. LIGHTING. _ for immediate delivery. 


Ds of ll ‘Telegraph Appliances, Materials, and Machinery for Making, Laying and Maintaining 


SOLE MAKERS OF THE 


ARC 


For ALTERNATING or CONTINUOUS currents. 
For PARALLEL or SERIES working. 
SINGLE CARBON LAMPS, 16 HOURS; DOUBLE 82 HOURS. 


PROFESSOR GEO. FORBES — 
“MUST PLEASE THE MOST CRITICAL. EYE". 


PROFESSOR 8. P. THOMPSON re Mr. LANT CARPENTER 
Mr. w. H. PREECE, F.E:8.:— 
ONE or THE LATEST BEST." 


ba. In use by Home, Colonial, and Foreign Governments ; Corporations ; Learned Societies ; | 
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BEST AND VALUE. PROMPT DELIVERY, 4 | | 
FOR TOWN LIGHTING. = = 


. OF EVERY DESCRIPTION. 


SILVER MEDAL, INTERNATIONAL ELECTRIC EXHIBITION, 


À 


Glectrical Mire and Gable Makers, | 
| SALFORD, MANCHESTER. | 


FRA Bridgewater Street Iron. Works. 
WORKS —{ Salford Electric Wire Works. 
: Springfield Cable Works. 


LONDON: 10, HATTON GARDEN, E. 


de. 


OWNERS OF CARDEW PATENTS 


CARDEW YOLTMETER 


ARTHING 


Adopted by the LONDON ELECTRIC SUPPLY CORPORATION and the 
PRINCIPAL HIGH TEN SION SUPPLY COMPANIES. — 


DRAKE & GORHAM, 


RLRCTRICAL ENGINEERS & CONTRACT, 


MANUFACTURERS OF THE 


ARC LAMPS, SWITCHES, &C. 
tion: prepared res of 


MILLS, MANCHESTER 


BRADFORD. 
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IGHT ENGINES 


‘APT SSES OF ENGINES 
——- F4 MANUFACTURED BY 


THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. 


À 


_ RANSOMES, SIMS & JEFFERIES, Lo 


Catalogues and Prices,on application. 


vi OF THE ASBESTOS TRADE. 


' 
6” Mines in both ITALY 


3647 


IRL: IPSWICH: °°: LONDON. 

0, BILLITER ST., | 


(Late 161, Queen Street.) 


All Goods are made at our 
FINE ASBESTOS PAPER, for Dynamos, &c. Works, near London, and are : 
ASBESTOS TUBES & CEMENT, for Electric Light Leads. of the best possible description. 
ASBESTOS FIRE-PROOF PAINT, for protecting wood- wes AMANDER” B 


work, troughs for leads, &c. 
Depôts: NEWCASTLE-ON- “TYNE, Quay Sid 
MANCHESTER, #4, LIV ERPOOL, 
47 and 49, South John Street; ‘GLASGOW, oO,  : 
West Howard Street ; CARDIFF, Mount Stuart 
Square; BRISTOL, Provident Buildings, Clare 


- LIMITED 


‘ ASBESTOS MILLBOARD STRIPS, for ditto. . 

FINE ASBESTOS THREAD, for covering wires. . 
ASBESTOS COVERED WIRES. 

PATENT SALAMANDER LUBRICART, for Dynamos, &c. 
PACKING, NON-CONDUCTING COVERING for Boilers, &c. 


and CANADA. Street; ST. PETERSBURG, Gostinoe Dvor. 


FREDERICK CcO., 


CALEDONIA WORKS, HALIFAX. 
Contractors to Der Majesty's Government & Railway Companies | 
BEST REFINHD THLAPHONH 
PATENT GALVANISED TELEGRAPH WIRE. 


100 1b. COILS, HIGH CONDUCTIVITY. 


SPECIALITY :—-TELEGRAPH WIRE, TO ALL SPECIFICATIONS. 
COPPER WIRE, hard drawn, high conductivity—long lengths. COPPER WIRE and TAPE for 
| Lightning Conductors, &c. we COPPER WIRE, all sizes for covering. STRAND WIRE ad — 
. GALVANISED HARD STEEL STRAND for Mechanical Telephones. 
10, TOWER 


WIGGINS & SONS, E LONDON, M | C À 


MICA MERCHANTS, [Telephone No. 2248, 
Manufacturers of Mica Goods for Electrical and ALL purposes. 
2881 


CONTRACTORS TO HEB MAJESTY'S GOVERNMENT. 


— 


TARDNER 


PATENT OFFICE, 


| 


PATENT 


166, FLEET STREET, 
| Xe On DON. 


i) | | SUCCESSOR TO 


4.) | Messrs, ROBERTSON, BROOMAN & CO. 


vec 
ROYAL 


| PAMPHLET OF COSTS GRATIS. 


= FORTY-TWO YEARS SPECIAL PRACTICE 
— WITH INVENTIONS. 


402 


N for E LECTRICAL CONDUCTORS. PLAIN or GALVANIZED 


Wm. 


(Successor 


M. FOXCROFT 
the late W. Foscroft, also F. Lucas), 
Telegraph and Telephone Case Manufacturer, 


36, PERCIVAL STREET AND 9, SMITH STREET, 
CLERKENWELL, LONDON, E.C. 


(Offices-PEROIVAL STREET). 


Lock and Block, Single Needle, Bell, Sounder, Perforater, 
Photometer, Telephone Cases, Battery Boxes, &c., &c. 


PRIZE MEDALS, LONDON, 1881; PARIS, 1881. 0) 


WROT IRON 
OR STEEL. 


GAS,STEAM.WATER, 
BOILER TUBES 
AND FITTINGS. 


| TUBE- -WORKS.GREAT-BRIDCGE. 


LONDON OFFICE: 46, HAL. VICTORIASTE 
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TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. 


| | Telegraphic Address 


TELEPHONE. | | 


LIMITED, 
97, MARTIN'S LANE, CANNON STREET, LONDON, 


1m. « 


HIGH TENSION. 


FOR BOARD TRADE RULES 


AND 
FIRE OFFICE REGULATIONS. 


NORTH WOOLWICH. 


ELECTRIC LIGHT. 
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THE JOURNAL AND ELECTRICAL REVIEW. 


| 20, 1891.] 


ACAINST 
EXPLOSION. 


anes PATER PERFS 
FORME AN 


SAFEGUARD 


FROM D® WALES PATENT Bonen COMPOSITION 1s 


ACENTE Fon UVMDOVETEOLY ONE OF THE MOST pows: 


THE PREVENTION OF INCRUSTATION OF STEAM BO/LERS THAT HAS 
UNDER My NOTICE. 


ra 


For MARINE BOLERS 
£ QUALLY EF. 
PECTIVE IN SALT WATER AS WELL ts] 


SUPPLIED | | 


‘SOLID, SEMI- SOLID, LIQUID or POWDERED. 


- The PATENT COMPOUN D is sent out in the Solid, Semi-Bolid, Liquid, or Powdeted Condition, as best may suit the nature 
and quantity of the Scale-forming impurities in any particular water, as ascertained from an Analysis made in every 
N | instance (Free of Charge), by the Patentees before executing a first Order, a renee which has been er in 
4 all cases of the most gratifying results. , 
When forwarding small bottle of water, please state (1st) Build of Rome, (2nd) Length and Diameter ; | (8rd) Working 
pressure ; (4th) How often cleaned, and if troubled with priming. | 


We think the simplicity of our system must be apparent, and for those desirous of giving « our Patent Compound a trial, One 
of our Small Casks would be ample to prove its efficiency in the prevention and removal of scale. 


In the originating and perfecting of their Improved Scale-Dissolver, the Patentees were careful to avoid the use of any _ 
ingredient that could possibly affect the Steam, and it is thus admirably adapted for use in Dre Worxs, Bueacn Works, | 
Breweries, DisTiLLeRiES, SuGAR ReFrineries, PAPER Miuus, &c., where purity of Steam is of paramount importance. | 

As indicative of the absolute freedom of the Steam from “taint” of any kind, our Scale-Dissolver is largely used in Private 


Institutions, Hotels, Hospitals, Workhouses, Infirmaries, Priscns, Club Houses, Asylums, &c., where the Steam 
is made use of for Cooking purposes. 


ad 


Boilers’ inspected in all parts of the Country and PAR given of the détére, showing their Chemical Impurities, as | 
also matters in suspension, &c., &c. 


TESTIMONIALS. 


LPS 


The Fareham Electric Light Company, Limited, 
Messrs, J. L. Wade & Co. Farcham, October 29¢h, 1890. 


Gentiemen,—The Boiler Composition suits the chalk deposit first-class, the boiler 
tubes are now in a thorough clean condition.—Yours truly, 


JAMES BLAKE, Managing Dircctor, 
East London Water Works Co 


mpany, 
J. L. Wade & Co.. Ltd. Sunbury-on-Thames, Uctober 22nd, 190. 


F Desr Sirs,—In reply to your favour of 10th inst., I have used your Composition in 
ur boilers for over 12 months, and it has proved far more successful than any other 


Composition I have ever tried. It docs not appear to injure the metal or mountings  ‘ 
in connection with the bo lers, &c,—I am, dear Sire, yours faith'ully, 


ALFRED TUCKER. 


The Improved Wood Pavement Co., Ltd., Queen's Buildings, 
46, Queen Victoria Street, London, E.C. » September 17th, 1888. . 
Messrs. J. L. Wade & Co., Ltd, j 
Gentlemen,—I have pleasure in testifying to the excellency of your Boiler Composi- 
tion, for removing or preventing scale. We use the water of the Kent Waterworks 
Company, and most people know how hard the water is, and how difficult it is to 
prevent incrustation. Since using your Compounds we have had little trouble.— 
Gentlemen, yours faithfully, WILLIAM MICHIE, Secretary. 


WADE 


Boiler Scale-Dissolver, Boiler Covering 
and Patent Solidified Oil and Grease 


and Cylinder Lubricants - - 


& CO. Lro. 


307, BURDETT ROAD, LONDON E. 


BURDETT ROAD, LONDON, E. 


LONDON, E. 


Oil Mills—Patent Machinery Oils, LONDON, WHARF, BURDETT ROAD BRIDGE, 


FREE ANALYSIS 


ANALYSES OF EVERY DESCRIPTION CAREFULLY EXECUTED. 


OF FEEDWATER. 
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For Incandescent or Arc | —— 
Li ht 


Electro-Plating, 


| 


“ 


| 


41 & 42, PARLIAMENT STREET, LONDON, S.W. aes: on application. 


SPECIAL CHARCOAL IRON SHEETS. DYNAMO PLATES. TRANSFORMER STAMP.NGS. 
+ U R N E R B R OS., Mild Steel & Bessemer Steel Forging, 


Rolled and Forged Shafting: 


Bar Iron & Steel, Hoops, Pighen, &c. I RON A N D ST E E ea Wrought Iron and Steel Tubes. 


| 


Sheet Steel, Tool Steel, Files, &c. 134, Upper Thames St., LONDON. Brass and Copper Rods and Ten. | 
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‘Transmission of ‘Power, | 


Makers of all the most ys Machinery for Electric Wire and - 
— For Nickel and Silver Plating, Brassing, El 
STRANDING AND MAKING OF EVERY SIZE AND DESCRIPTION. ne used by-all the principal Len 


Globe Works, Rochdale Road, Manchester. 1960 PRICES FROM £6. Numerous Testimonials. 
VATS, ANODES, AND AND COMPLETE OUTFITS. 


and 


[ ey prepared and Manufactured C A R R O N 4 
for every class of Klectrical Work. 
| (AGGLUMERATE BLOCKS),  ALSO 

TALC, slices, pencils ; MICA, lump, cut, and powdered. 


* GEO. G. BLACKWELL. 
Works: GARSTON. Chief Office: 25 & 27, Irwell Chambers, LIVERPOOL. 
Telegrams: “ BLACK WELL, LIVERPOOL.” TELEPHONE 959. 4057 


STIFF & SONS, 


LAMBETE LONDON, 


A PLUMBAGO  CRUCIBLES, 
H. & F. CHAMBERLAIN, 


Cells and Battery Plates of every description. LARGE S810CK OF ALL PATTERNS AND SIZES. 
SWITCH BLOCKS, FUSE BLOCKS, 
WorRES: BARN SLEW. | Vitrified Tubes for Electric Wires, Porous Cells, Battery Jars. 
Telegraphic Address:—“CARBON BARNSLEY." 8398 Every kind of Electrical Stoneware. 
| AWARDS :—-PARIS AND VIENNA EXHIBITIONS. 


ARC LIGHT CARBONS 


ACKNOWLEDGED BY USERS 


SUPERIOR TO ALL OTHERS. 


LARGE STOCE IW LONDON. PRICES AND SAMPLES FROM 


“rue soue acenrs-CATHCART AND PETO, 


LE 


MANGANESE OPPERNANN 9, Wynatt St, tard 


sioniiselasies of Pure Carbon Points, Tubes, Filters, STON EWARE IN SULATORS, 


_| 57e, HATTON GARDEN, E.C. and VULCAN WORKS, ISLINGTON, N., LOND 


AND CO. ff, LIMITED, 
| 
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PATENT LAMP TABLETS 


| ANY LETTERING SUPPLIED. 


180.) “THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. 


SPECIAL AGENTS FOR 


FOR SHOWING NAMES, &c., IN BOLD RELIEF. 


mm 


These Tablets do not diminish 


PRICES. 


_the light, and are splendid adver- Square Tablets with @ 
ts by day and night. — lettered panes engraved 
se to order, hinged clip for 
fixing to lamp, connec- 
USED AT {gy ‘tions and fittings com- 
ALL THE plete - - - - 42s. 
| EXHIBITIONS. | Oval Tablets with 2 bent 


_ panes as above, clip and 
fittings complete - - (42s. 


LETTERING COLOURS. 


Opal Ground with Blue Letters (recommended), Raby Ground with Opal Letters, O pis Ground with ns Letters. 


WOODHOUSE RAWSON UNITED, LIMITED, 


88, QUEEN VICTORIA STREET, LONDON, E.C. 
The WOODHOUSE & RAWSON WIRING TABLES, ls. 2d, 1s. 9d. and Qs. 9d. post free. 


PLANET ELECTRICAL ENGINEERING Co, 


4, VICTORIA MANSIONS, WESTMINSTER. 


ALTERNATING 


Prof, SILVANUS THOMPSON says:— This is the Electrical Engineer's Lamp.” 
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Telegraphic Address: “ ANYWISE, LONDON.” 


NEW DRILLING MACHINE 


Will bore Square, Hexagon, or any shape;of Hole at one err 
PRICES AND PARTICULARS FROM 


THE SQUARE DRILLING MACHINE COMPANY, Ltd., 35, Parliament ‘Street, Lol 


IMPORTANT NOTICE. 


THEY ARE SOLD OUTRIGHT! | 


TELEPHONES. 


EXPIRY OF BELL’S PATENT, “DECEMBER 9th, 1890, 


The “UNIVERSAL” TELEPHONES after the above date WILL EMBODY ADDITIONAL IMPROV ENE 


NO RENTAL! NO ROYALTY 1 


Suitable for Long or Short Distantes, Outdoor or Indoor. ff lofaetl 
LINES ERECTED AND MAINTAINED IN ANY PART OF THE KINGDOM. ESTIMATES FREE. UPWARDS of 6,000 in DAILY USE, 


N.B.—Catalogues containing upwards of 300 Illustrations will be ready shortly. 


THE UNIVERSAL TELEPHONE CO. fi, Qum Victoria Siret London 


JOHN WHITE SONS, 


Tanners, Curriers & Leather Merchants, — 
PARK ROAD LEATHER WORKS, 


AWARDS.-—Leeds, 1875; Paris, 1878; 1882; Amsterdam, 1883 . 
Huddersfield, 1883; International Inventions, 1885 
Colonial and Indian, 1886; Saltaire, 1887. 
“ WHITESON’®, BINGLEY.” 


Patent V or Triangular and 


- 


Square Leather Ropes. 
Specialities 
For Electric Machinery. 


Selected | aby the to the Leather Belting for the 
Machinery in the Electric Light Department of the Inventions Exhi- 
bition, 1885, and again in the same Department for the Colonial and Indian 
Exhibition, 1886. 


FOR DRIVING THE MACHINERY IN THE ELECTRIC LIGHT 
DEPARTMEST OF THE 


INTERNATIONAL INVENTIONS EXHIBITION OF 1885. 


The following particulars relating to a portion of the Main Beltsfor Driving the 


Machinery in the Electric Light Departinent of the International Inventions Exhibi- . 
_ tion of 1885 may be of interest, showing such combined results in Belt Driving as 


have probably never becn previvusly attained :— 


Length. Width. Speed. Transmitted. 
Na, 1-50 feet x ]0 inches .. .. 2.585 feet per 320 LH.PF, 
Nu, 2—373 f-et x 15 inches .. .. 2,585 TOTAL 
No. feet x 16 inches .. .. 3,270 ” ** 200 180 
No, 4—86 x 24 inches ., .. 2,585 feet n - 850 yy LHP. 
No, 586 x 15 inches ., .. 2,585 feet 


JOHN WHITE & SONS supplied the Main Driving Belts at 


THE BRADFORD TECHNICAL SCHOOL EXHIBITION, 1882. 
1» HUDDERSFIELD ,, 1883. 
SALTAIRE EXHIBITION - - - 1887. 


Being awarded GOLD MEDALS ON ALL THE OCCASIONS for complete 


lELECTRIC WIRES, 


| of every description for 
Electrical Instruments, 


Dynamo Machines, Electric 
Bella, Telephones, Electric 


|UNITED ELECTRIC WIRE «ce; | 


14a. Clerkenwell Green. London, 


THE “ EXCELSIOR” "DENAMO, 


(PATENT). 
Simplicity, efficiency and durability at considerably reduced pics 
SOLE MAKERS- 
STAN LES & DAVIES, 
Glectrical Gugtwueers, 
HYDE WEAF MANCHESTER, 


2 


HARTMANN & BRAUN’S 


0. BEREND & CO, 61, Fone ST, LONDON, EL 


TO THE TRADE 


AMPERE METERS, 


FOR CONTINUOUS AND ALTERNATING CURRENTS. 


‘For PRIVATE INSTALLATIONS, 
For CENTRAL LIGHT and POWER STATIONS, (res 
For SHIP INSTALLATIONS, 


Hartmann & Braun's New Electricity Meters. 101 
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| SOLE LICEHENSEHES OF 

PATENT 6 VICTORIA ” QUICK-SPEED DRILLING abate 

| 566 | MADE IN FIVE SIZES... 


8, Two Speeds, for 4-in. holes, ‘No. 0, Six Speeds, for 1-in. holes - | He. 4, Five for betes. 

ADVANTAGES.—Variation of speed without alterati | Dell 
on of be rill Feed can be 

drills being broken. Can also be used for slot and — for cutting toothed wheels and 


THE “ VIGTORIA” HOLLOW- SPINDLE SCREW CUTTING LATHE. 


= 
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!: SELIC SONNENTHALEE , 
| with overhead 
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Iucbes. of int and rower, | 
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IN STOCK READY de IMMEDIATE DELIY 


À la 
r9e assortment of Lathes, Radial and Pillar Drilling Machines, Milling, Planing aud other Machine Tools. 


Jueen Victoria Street, & Lambeth Hill, LONDON. 
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PHOSPHOR BRONZE 
CASTINGS, 


Patent 
Phosphor Bronze 

for Springs, Ropes, Screws, 
Rods, Sheets, &., Bearings, Bushes, 
and other wearing parts 
Of Machinery 


Wire of Great Teale 
and High Conductivity for Telephon 


THE PHOSPHOR BRONZE 60, 


LIMITED, 


87, Saas Street, Southwark, London, S.E. 


_ BEWARE OF SPURIUS mITATIONS, FALSE REPRESENTATIONS, AND INFRINGEMENTS OF OUR PATENT RIGHTS, 


EX EES, 


12, Wharf Road, City Road, London, N., 
TELEGRAPH AND PNEUMATIC ENGINEERS AND CONTRACTORS 


FOR THE SUPPLYING, ERECTING, LAYING DOWN AND MAINTENANCE OF OVERHEAD AND UNDERGROUND WIRES FOR 


TELEGRAPHS AND ELECTRIC LIGHTING. 


COMPLETE ELECTRIC LIGHT INSTALLATIONS. | 
PNEUMATIC TUBES FOR THE TRANSMISSION. OF PAPERS, be, 
FITTED WITH ENGINES AND PUMPS COMPLETE. 
REID BROS.’ « PATENT” PNEUMATIC CASH SYSTEM for the transmission of COINS, &c. 
Makers of Radcliffe’s Patent Electrical Signal-Locking Apparatus, aud Patent Electrical Passenger and Guard Communication. 


CONTRACTORS TO H.M. GOVERNMENT FOR SUBMARINE MINING APPARATUS AND ALL ELECTRICAL 
TESTING AND TELEGRAPH INSTRUMENTS. 


Manufacturers of Submarine Cables, Wire, Iron Polez, Instruments, Batteries, Insulators, and Stores of every Description. 29 


| Why go on using closed iron | | 
| circuits when a | | | 
66 | P.| Price. Lamps. ae, Price. 
HEDGEHOG »|.1$% 8) 200 | 8| oo | 
| 
| Costs half, and has a fifth of | 21,510, 50% 00 
| 150 6|41717 1000 | 40 | 70 0 0 


= =. | Sizes under 2 H.P. by the dozen only. | 
et | SWINBU BNE & Co The two-lighter is a specialty for street 
——-_—S "3 lighting, price with case and brackets complete | 


Broom Hall Works, “ur ph , Saving more than its cost in secondary | 


| TEDDINGTON, ENGLAND. Above 400 lights not stocked. 


A Patent Silicium - 
&c. & 
a Bronze and Silicium Copper 
PHOSPHOR. BRONZE | 
a DUR METAL & and Telegraph Lines & other 
SOB PROPRIETORS Electrical purposes 
GY Of the British and Colonial Patents, O “p 
| 
"7 | 
| 
| CA U 
=== == — 


f. 


ul 


| 


‘THE TELEGRAPHC JOURNAL AND ELECTRICAL REVIEW. xi 


+ | 


DORMAN & SMITH, 


Manufacturers to 
all the principal Contractors. 


BRAZENOSE € ST. 
MANCHESTER, 
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FARADAY 


ELECTRIC LIGHT FITTINGS. 


and Lateral Counterweight Pendants, Picture Lights, Adjustable Reñeotors, Fittings 3, BERNERS STRERT, w, 


INTERLOCKING THE _ AND BLOCK, 


The Board of Trade have sgain — “Lock” and “ 
acoomplished ug al on works conte granted 
of Honour (the Highest gra nburgh, 1800. For Particulars, Plans, apply 10 OF assigned to these Diplm | 


SAXBY & FARMER, Railway Signal Contractors KILBURN, LONDON, NW. | 


of Signals, Intertesting Levers, Instrumente, Work of every description, Electrical and Mechanteat, 


"DAVEY, PAXMAN & Co. Engineers, COLCHESTER, | 


Devote pes attention to 


| STRAM ENGINES AND BOILERS REQUIRED FOR ELECTRIC LIGHT INSTALLATIONS | 


HP. nom. PARIS EXHIBITION, 1899, | 
D.P.&Co’ rae Sm D. P. 
|: chonpest, most Two Gold Medals and One | 
most reliable in the market. . 3 for their Steam Engines and Boilers, 


Lonpon Orrice: 78 [late 139], QUEEN VICTORIA STREET, E.C. 


BRUSH ELECTRICAL ENGINEERING 


LIMITED, 


Offices :—112, Belvedere Road, LAMBETH, S.ÆE. Works:—Victoria Works, LAMBETH, LONDON. 
“FALCON” ENGINE AND CAR WORKS, LOUGHBOROUGH, LEICESTERSHIRE. 


REDUCTION IN PRICE 
BRUSH 11 mm. SOLID COPPERED CARBONS. 


Brush 11 mm. diameter Solid Coppered Carbons are now sold at £a 10s. per 
1,000 packed and delivered f.o.b. London. 


MANUFACTURED specially for Brush 2,000 Nom. C.P. Arc Lampe, ant me 
best, cheapest, and longest burning Carbon in the Market. | 
BEWARE of cheap and inferior imitatiôns. * 


ELECTRIC LIGHT FITTINGS 
e Dest Cheape mo 


London 


(rave SUPPLIED) 


ENGINEERS AND CONTRACTORS. 


CARRIED OUT PROMPTLY, ALL WORK GUARANTEED. 
Offices Ohow Rooms 53Berners Ôtreet 


WORKS: WELLS MEWS, OXFORD 8 W« 
TELEPHONE N° 9979 TELEGRAMS “DETECTOR, LONDON 


COLCHE | 


ELECTRIC LIGHT | 


COMPLETE INSTALLATIONS, OR WIRING ONLY | 
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“JULIUS. SAX 


(ESTABLISHEP 1885), 


ENGINEER AND ELECTRIC LIGHT- CONTRACTOR, 


RIDGMOUNT STREET, STORE STREET, LONDON, WC. | 


as SPECIALITIES. —Electric Bells, Burglar Alanms, Patent Automatic Fire Alarms, — 
‘Watchmen’ s Clocks, Water: Gauges, Electric Indicator : And Light for Carriages, Billiard : 
Markers, Gas Lighters, Lightning Conductors, Telephones, Automatic Call Bells for — 
| Fire Stations, General Electric Lighting. 


ESTIMATES FREE ON APPLICATION. 
3 Telephone No. 3848. Telegrams: “SAX, LONDON.’ ” ‘ | | 
THE 


RUBBER, GUTTA PERCHA, & TELEGRAPH WORKS. 


COMPANY, LIMITED. 


106, CANNON STREET, LONDON, BO. 

| DYNAMO MACHINES, 

INSULATED ELECTRIG LIGHT WIRES AND CABLES, 


Lamp Fittings, Switches and Testing Apparatus, Volt and Ampere Meters. 
GONTRACTORS FOR THE SUPPLY AND FITTING UP OF : 


LIGHT APPARATUS 


OF EVERY DESCRIPTION. . 


INSTALLATIONS FOR CENTRAL STATIONS, SHIPS, HOUSES, OR FACT ORIES. 


ESTIMATEHS ON APPLICATION. 


Pots: SILVERTOWN, LONDON, E.- 


TEE» 


ANCHOR WORED ‘(PLAYHOUSE YARD, GOLDEN: LANE, LONDON B.C. 
Manufacturers of 


COVERED WIRES CABLES 


OF ALI DHSCRIPTIONS 


FOR ELECTRICAL INSTRUMENTS, ELECTRIC LIGHTING, 


BELL AND THLEPHONH  WORE, &O.m 


Lans 
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| ALL OUR STAMPINGS ARE SUPPLIED FLAT, FREE FROM BURRS, WELL ANNEALED AND TRUE T0 GAUGE, AND IN LL ca 


DYNAMO 


TELEGRAPH MFG. CO. 


30 & 31, St. Swithin’s Lane, LONDON, E.C. 


 Tolegrs aphic Address : “ SYMBOLIZE, LONDON.” Cable Address : Lox NDON 


STAMPINGS 


BEST CHARCOAL IRON FOR ELECTRICAL 


AND wn ALL TYPES OF DYNAMOS AND TRANSFORMERS.” 


DISCS TRANSFORMER 
2 to 50 in. diam., STAMPIN 
with any in all: 
Size of Centre Hole 
and keyways. Shapes à Ganges 


SUITABLE FOR ELECTRICAL PURPOSES. a 
Enquiries for Prices will be dealt with on receipt of - specifications. | 


BATTERIES 
SUPPLIES. . 


TELEGRAPH, 


HELSBY, NEAR WARRINGTON ; AND 11, QUEEN VICTORIA ST., LONDON, E.C. 


| 


R. MCGOUNE, BUCHANAN & Co. Samples and Quotations on receipt of Patterssasi | 
WHOLESALE MICA MERCHANTS, 
“Por Electrical and all other purposes. Electricians. ss 


| 


ELLIOTT BROTHERS, 


101 & 102, ST. MARTIN’S LANE, LONDON, we. 


(ESTABLISHED 1800). 


ELECTRICAL ENGINEERS AND MANUFACTURERS OF. ALL KINDS | 
ELECTRICAL TESTING AND TELEGRAPH INSTRUMENTS. .. 


CONTRACTORS TO EX. 


SUBMARINE MINING APPARATUS, &c. 


Highest Award Paris Exhibition 4889. . Only “Grand Prix” to any English Becta ai 


“OMM,” LON DON. Telephone No. 3852. . 


VERTICAL COMPOUND HIGH-EPEED ENGINE, O. 8. TYPE. ' 
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PAISTE SWITCH. 
Record: 100,000 im daily use. 


The movement breaks and completes 
the circuit in an instantaneous manner, 
preventing arcing or charring of the con- 
tact parts. Mounted on China, with cover den 
and handle of same material; also on AA 
Porcelain, with metal cover. Correspon- 
dence invited. 


A. RE YROLLE, 


10, UNION MEWS, UNION STRRET, MIDDLESEX 
HOSPITAL, LONDON, W. se 


+ 
- 


~ ‘TRADE MARK 


i... LONDON, H.C. | Wires & Cables. 
| Works : : NEWTON HEATH, | 
TELEPHONE CABLES. 


METALLIC CIRCUITS. 


MANUFACTURERS OF “Insulated with Okonite, I.R., G. P., &o. 


L 
ead Covered Cables 
pl, WIRES OF HIGH INSULATION & LOW CAPACITY 
KR Company possess tho moss Lane Covering Pent 
CABLES / | 


KS EXTRA HIGH CLASS 
VULCANISED RUBBER CABLES. 


2 Improved Laminated and Compound Strip for Dynamos. 
r 


SPECIALITIES IN FLEXIBLE CABLES & CORDS. 


stimates & Tenders for every descriptiun of Electrical Plant free on applic ation. 456 | 


ELECTRIC LIGHT ENGINES. 


Over 150 Installations, 


INCLUDING 


STEAM SHIPS, WAR VESSELS, FACTORIES, MANSIONS, 


AND CENTRAL STATIONS, 
HAVE BEEN ENGINED BY 


MANCHESTER. 


— : > È Patenteos and Sole Makers of the ACME GOVERNOR. Hundreds are in 


use for Electric Light Engines. Send for Lists. ores | 


VERTICAL COMPOUND HIGH-EPEED ENGINE, OC. 8. TYPE. 
| 
Hil 
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HOLROYD SMITH: 


Crossley Street, “HALIFAX, and 18, Abingdon St. | 


_ ENGINEER DURING CONSTRUCTION : OF 


D PATEBNTEE OF THE SYSTEM. 


| Contracts undertaken for UNDERGROUND oa | 


‘equipping and working Rail 


BROMPTON ELECTRIC FITTINGS In, 


148, BROMPTON. ROAD, Ss. 
= MANUFACTURERS (UNDER PATENT) OF | 


FOR USE WITH PORTABLE LAMPS WHERE WALL SOCKETS ARE NOT FIXED. IE 


“Manufactured to suit all the well- known: makes of holders and plugs. A boon in bed-rooms lighted only by pie 
‘Write to Manager for samples and particulars. 


| SUPPLIERS OF ELECTRIC LIGHT FITTINGS FOR ALL pur, 


-ESTIMATES GIVEN FOR INSTALLATION WORK WITH OR WITHOUT FITTINGS. . 
CATALOGUES AND PRICE LISTS ON APPLICATION. LIBERAL TERMS. TO Fe TRADE. 


BROMPTON ELECTRIC FITTIN GS Co, Ld, 148, Brompton Rd, 8W, SW. 


THE GLOBE | 


COMPOUND ENCINE. 


Simple, Economical, Durable. 


< | 
4 x Æ 
A 2 
© L = 


DIRECT CONNECTED ENGINE AND DYNAMO. 


JOHN MUSGRAVE & SONS, 


LIMITED, 
GLOBE IRON WORKS, BOLTON. 


STANDARD ENGINE, 8. & E. RANSOME & CO. 10, Essex St., Strand, W.C. 
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|| & contractor To THE. LORDS OF THE ADMIRALTY, 
MANUFACTURER INSTALLATION 
ver WORK. | 


escRPTION oF 
ELECTRICAL 
APPARATUS. 
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GUARANTEED. 
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20-INCH SEARCH LIGHT PROJECTOR. | 


TELEPHONES! TELEPHONES ! 


FOR SALE. 


MAGNETO TRANSMITTERS AND RECEIVERS WITH. 

BATTERY OR MAGNETO CALL. 

EXPIRY OF BELL PATENT, 
9th DECEMBER, 1890. 


MAGN ETO CALL. 


NO ‘BATTERY REQUIRED. 


Specially adapted for connecting rooms 
in hotels and warehouses; private 
houses with stables, &c., &c. 


BATTERY CALL 


— 


_ FREE 
TELEPHONES. . 


TELEPHONES, | 


« 


For Free Telephones apply le 
THE CONSOLIDATED TELEPHONE CONSTRUCTION & MAINTENANCE CO, LT0, 


1089, ROAD, LONDON, E.C. 


THE WOODSIDE 
INCANDESCENT LAMP. 


2 WATTS PER 

FROM 

200 to 2,000 C.P. 


WOODSIDE ELECTRIC CO. 


KELVIN BRIDGE, GLASGOW. 


Telegraphic Address : ‘INCANDESCENT, GLASGOW.” 
PRICES ON APPLICATION. 


These Lamps were used for Lighting Grand Concert Hall, &c., 
Edinburgh Electrical Exhibition. 


\ & | 1 
| 
| t 
| 4 
ae | \ | | 
\ 
| 
j | 
| 
\ / 
7h (9° | 
| 
2 
| 
| | 
| 
| 
| 
| 
| 
| 
| 
| 
| Jf Ve | 
| (| 
| 


THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW SUPPLEMENT. | VII _ 


‘ 
: 
L 
. 
e 
* 
* 
L 
« 
| 
‘ 
- . 
. 


4 À 
4 
> 4 


THE BIRMINGHAM 
TELEGRAPH FACTORY, 


LIMITED, . 


BIRMINGHAM. 
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LIM ITHD, 


122 & 124, CHARING CROSS ROAD, WO, 


SOLE REPRESENTATIVES 


OF: THE 


ALLGEMEINE 


OF BERLIN, 


PRICES » 


TYPE G. TYPE V.G. . 
150 | 27.5 2135)! 15 | tee 100 3.2 220 )| 

: | 
200 | 365 | 165 à 25 | 2,2 6 | Se 
| | | | 
| | 190 | $60 8 295 |410 | 41000 || 1 | 98 
600 |600 |120 | 520 108 | 375 | 100 | + _ \ 17 | 100 | 


“BERLIN DYNAMOS 


ee 
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LIBERAL TERMS TO THE TRADE. 
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| NEW TELEPHONE No. 6770. Telegraph Address : “SECOHM, LONDON.” 


BROS. & Co. 


CONTRACTORS TO | H.M. GOVERNMENT. 


MANUFACTURERS OF 
ELECTRICAL 


TESTING INSTRUMENTS : 


LAND OR MARINE USE. 


| SWITCH BOARDS, 


DISTRIBUTION 
BOARDS, 


FUSE BOARDS. 


AMMETERS 


AND 


VOLTMETERS. 


at 
1 


-- 


P.O. Resistance Coils, with tan Improved Pattern Tripod Galvanometer. P.O. Portable Galvanometer. 
THRESH INSTRUMENTS ALWAYS IN stTocEe 


16, RED LION STREET, CLEREKEN WELL 


(Two Minutes’ walk from Farringdon Street Station). 3556 


IMPROVEMENTS DYNAMOS. 


DYNAMO. 


4 The latest design in the market, 
| made with all the advantages of 

{the latest scientific knowledge and 
the highest mechanical skill. 


4 | 


k 


The above woodcut represents our B TYPE DYNAMO. A most efficient machine, working noiselessly, 
and without sparking or overheating ; is highly finished and well proportioned. The output is so rated in our 
Catalogue that the machines may be worked very much in excess of their stated full output for short periods. 


© STOCK SIZES UP T0 77 KILOWATTS. MACHINES BUILT 70 600 KILOWATTS. 


68, VICTORIA ST. LONDON, S.W. 
Works :—ALLIANCE ENGINEERING WORKS, WEST DRAYTON, NEAR LONDON. 
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THE 


Telegrams | TE ee 
BUBOTRICITY." LONDON. 


“Moy AND 
G. BINSWANGER, 


Managing Director. 


LONDON. 
Head Office & Warehouses :— 


71, QUEEN VICTORIA ST., ae: 
LONDON, E.C. tog! 
And at 7, Bothwell Street, GLASGOW. 


45, Chapel St. 
MANCHESTER, 


4 Carryin 
Catalogue No.| 


Ampères. 
25 


ALL ELECTRICAL SU PPLIES. 


For PRICES see 5th Edition (NEW) ELECTRIC LIGHT CATALOGUE. 


WRITE ALSO FOR NEW 8th EDITION ELECTRIC BELL CATALOGUE, 
JUST PUBLISHED. so 
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KENNEDY'S ELECTRICAL DISTRI 
BUTION METHOD. 


We have received an account of a new system of electrical 
distribution designed and patented by Mr. Rankin Kennedy, 
which is said by the inventor to have all the-advantages of 
both the alternating and the direct methods of supply. The 
electromotive forces produced by the generator: are two 
in number, and are rectified alternating electromotive forces 
in quadrature with one another, supplying -two pairs of 
mains. If these two are used at once in series we ought 
(according to the inventor) to get a current differing not 
very much—about 14 per cent—from a direct current, which 
is said to be able to take the place of an ordinary direct cur- 
rent for all practical purposes, such as charging accumulators, 
working secondary generators, &c. If only one pair of mains 
is used an open magnetic circuit transformer will have gene- 
rated in it an alternating current which can be used for all 
purposes for which such a current is suitable. 

To this system several objections immediately present 
themselves. In the first place, although the E.M.F. follows 
the law shown in a diagram sent with the description, the 
current will not, in all probability, be anything hear it ; in 


fact, experiment and theory show it will approximate more 


to a sine curve than tothe E.M.F.form. Of course, the leads 
do not know they have impressed on them a “ pulsating” 
E.M.F. instead of an “ alternating ” one, and consequently the 
above result follows. Again, although the impressed E.M.Fs. 
may be in quadrature, it does not follow that the resultant P.D's. 
at the dynamo terminals are so ; in fact, if one pair of leads 
takes more current than the other, they will not be so: even 
if they were, the currents supplied at a distant point would 
probably be far from being in quadrature. 

For these reasons, it is probable that the result of com- 
bining the two currents would be far from giving anything 
p © a approximation to a constant current, and would 

most certainly be far too “ pulsating” to use to charge 
ages This would also add largely to the cost of the 
ors, &c., as with so fluctuating a current lamination 


Would be very necessary to avoid hysteresis losses. Another 


somewhat objectionable feature is “the. necessity of ‘the 
rectifying commutator, as one naturally fears sparking will 


— occur, but probably this is not so serious as one von at 


first expect. 
It is claimed that the system voa, but even if the two 


currents were not in quadrature it would certainly work to 
some extent ; the weight-efficiency, however, would neces- 
sarily be ii lower than if they were perfectly in quadra- 
ture, and this will certainly tell against the method. : 

_ It does not appear at first sight that the system has any 
great superiority over a combined direct and alternating 
plant ; the latter could easily be operated. by three leads, a 
common return serving for both direct and re 
circuits. 

The idea is doubtless RE of improvement, may 

contain the germ of an important step towards the system of. 
the future. | | 


OUR CABLE COMMUNICATIONS. 


Our attention has been called to an article under the above 
heading in the South American Journal of February 7th, 
which comments upon the laying of the new Peru and 
Chile cables as being the means of. placing the telegraphic 
communications with the West Coast of South America in 
the hands of a New York Company, and our contemporary 
remarks that the contemplated purchase by the said American 
Company of the Transandine telegraph line between Chile 
and the Argentine Republic will further alienate traffic from 
the. English Cable Company, whose cables have been in: 
operation for many years on the coasts of Peru and Chile. 
Our contemporary seems to perceive in these proceedings an 
action prejudicial to English commercial interests on the 
west coast of South America, and it considers it a duty to 


call attention to the fact that these cables are owned by the 


citizens of a nation which might possibly become hostile to 
England or English interests. 
This question was originally raised by a Mr. John Harold 
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who in the issue of the South American Journal of January 
81st published an article upon the subject of our telegraphic 
communications with South America, pointing out that 
British commerce, and even the British Government, were 
dependent throughout these regions upon cables owned and 
controlled in the United States. | | 

Regrettable as is the fact that Americans should have 
manifested more enterprise than Englishmen, and that they 
should have shown -themselves better informed as to the 
necessities of the times, we do not see what can be done to 
remedy a situation wherein the ‘persons most deeply in- 
terested have chosen to remain inactive instead of having 
taken vigorous measures to safeguard their interests against 
encroachment. 

The Centraland South American Telegraph Company, whose 
cables hitherto reached no farther south than Lima, have con- 
sidered the traffic sufficient to authorise thern to continue their 


cables on to Chile, and to supplement their system by the | 


acquisition of the Transandine line, which will give them 
the means of competing for the River Plate traffic. On the 
other hand, the West Coast of America Telegraph Company 
have been content to allow a company whose position has 
hitherto been that of a very important adjunct to their 
system, to become a rival and competitor not only for the 
local traffic but also for the more important communications 
between Valparaiso, Iquique, and the United States and 
Europe. | 

The matter resolves ‘itself into a mere question of business 
competition, and merits the same attention, and no more, 
that should be given to any commercial transactions in which 
foreigners have succeeded in obtaining an advantage over 
British traders. Our contemporary, in its indignant protest, 
has apparently overlooked the fact that Peru, Chile, and the 
Argentine Republic are independent states and not British 
colonies, and consequently English commercial undertakings 
are, within these territories, on precisely the same footing as 
those of any other nation, and can aspire to a no more favoured 
status. | 


THE GALVANIC BATTERY IN INDUSTRY. 


WE are now in a position, without waiting for the official 
reports of the Société Internationale des Electriciens, which will 
probably not reach us for three weeks, to present our readers 
with more complete information concerning M. de Meritens’s 
sensational paper than we were able to give in our last 
issue. 

We may remark, in the first place, that the rush of visitors 
of a class and in numbers seldom seen at the meetings of the 


_ Society, is now fully accounted for ; it was the natural con- 


sequence of a purely financial speculation, resulting from 
the formation of a joint-stock company of industrial elec- 
tricity on February 2nd, 1891, the headquarters of which are 
established at 17, Rue Pasquier, Paris. This company, 
starting with an advertised capital of 4,000,000 francs, pro- 
poses to introduce in France and in the French colonies new 
processes invented for the production of electricity for in- 
dustrial purposes. The patents, actually at their disposal 
are M. Jablochkoff’s auto-accumulator, an old acquaintance 


about which we at one time had much to say, and conc, 
ing which there is yet much to be said, and M. de Meritens's 
more recent invention, relating to the battery which formed 
the subject of the paper in question. 7,600 shares of 599 


-franes each, considered as fully paid (action libérées), are 


assigned to the vendors out of the 8,000 shares forming the 
company’s funds. If arithmetic is not an empty sound, this 


means that the working capital, in hard cash, resolves itself 


into 400 shares at 500 francs, or 200,000 francs, 
Considering the cost of advertising in the principal 
French political journals (from 20 to 40 francs per line on 
the first page), it is very evident that the 200,000 franas 
will not last long. But this is not the financial probe à 
and without taking credit for much acuteness of ‘ee 
we can guess that the main point will be to get the 7,600-fuly © 
paid shares (actions libérées) assigned to the vendors, taken ip 
by the public, and we should very much like to know ‘from 
what source the funds will arrive that are required to pay 
for them. We feel sure, at any rate, that our readers will 
not be among the shareholders. cest * 
As regards the value of the process itself, we have only to 
complete what we said in our last issue, by quoting certain 
figures which are well calculated to enlighten us. Whatever 
may be the value of M. de Meritens’s invention for render- 
ing the output. of his battery constant and comparatively 
high, this output must be in accordance with the grand 
principle of conservation of energy, which principle teaches 
us that the electromotive force of the combination, in which 
zinc and sulphuric acid are transformed into sulphate of 
zinc, cannot give an electromotive force above ‘8 of a volt. 
If we place the battery in conditions of output correspond- 
ing to the maximum available effective power in the outer 
circuit, we only get °4 effective of a volt. Practically, we 
can go a little beyond this, reducing the output, and in- 
creasing the rendering, and so obtain ‘5 effective of a volt. 
Under these conditions, the production of a quantity of 
electrical energy corresponding to 1 kilo-watt-hour (1 
Board of Trade unit) will demand the production of ° 
quantity of electricity equal to 2,000 ampère hours, and this 
quantity of electricity can only be produced by expending, 
theoretically, 2,400 grammes of zinc and 3,700 grammes of 
sulphuric acid. But, in practice, the consumption of zinc 
will never be the same as in theory ; there are losses from 
local action and other causes :. moreover, it is impossible to 
entirely exhaust the acid in the sulphuric solution, for fear 
the output should be too much reduced. 4 
We do not exaggerate when we assert that ‘in the present 
state of industrial electricity the consumption is 3 kilo 
grammes of zinc to 6 kilogrammes of acid, which really 
brings electrical energy to double or treble the price actually 
paid at the central stations by the consumers for the nme 
quantity of energy. It is true that we have not taken into 
account, in this rapid calculation, the value of the acid solu- 
tion of sulphate of zinc forming the residuum. It is at pre- 
sent impossible for us to form any definite idea of its value. . 
In the treatment of this solution by electrolysis, even when 
anodes of iron are employed, the cartage of the solution * 
very expensive, and the expenditure of electrical energy 
absorbed for the electrolysis is above that produced by the 
combination of the zinc and the sulphuric acid. Weare ins 
led to ask in what the advantage of the combination consists 
and how the battery in question can do without dynamo if 
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the zinc and sulphuric acid are to be regenerated electroly- 
tically. We cannot enter into the question of the hydrogen 
given off during the working of the battery. The industrial 
and practical utilisation of this bye-product has not been 
clearly indicated by M. de Meritens, who has contented him- 
self with merely stating its possibility. Lt mune erudimini. 


Tue Pouyer-Quertier Transatlantic Cable 
Company have just completed financial 
| arrangements with some English and 
French bankers and are about to lay a cable which will 
connect their American terminus in New York with Porto 
Plata, Haïti, one of the stations of French telegraph system 
of the West Indies. The laying of this cable was fore- 
shadowed in our article on Telegraph Competition in the 
West Indies, which appeared in our issue of the 26th 
December last. In addition to the contract with the finan- 
ciers to find money for the new line in exchange for deben- 
tures to be issued to them, the Pouyer-Quertier Company 
has passed a contract with Messrs. Siemens for the manu- 
facture and laying of the cable. These contracts are subject, 
however, to the confirmation by the Council of State of the 
decision given in favour of the company by the Lower 
Courts, in the dispute with the pooled Transatlantic Tele- 
graph Companies. The scheme of telegraph communication 
between France aud the West Indian colonies-and with 
Brazil, without touching English territory, is viewed. with 


New Cable 
Schemes. 


considerable favour in official circles. 


poe THE meters. submitted to the Meter 
een Assembly (instituted by the Paris authori- 

ties in 1889 and prorogued to the 31st 
August, 1890, on the proposition of the technical commission 
charged with the decisions on the apparatus submitted), are 
51 in number. They are divided into two classes, “ register- 
ing instruments,” on which the Commission had no decision 
to pronounce as they were not in accordance with the con- 
ditions of the programme, and “integrating counters,” 
characterised by the indication of a sum on a dial by a direct 
reading. Amongst these instruments some are exclusively 
for continuous current work, others are for alternating cur- 
rents, whilst a third class are for use with either continuous 
or alternating currents. Besides the well-known patterns for 
measuring electrical quantity (ampère-hours) or energy 
(watt-hours) there are two specimens of a novel type of 
counter which are worth notice and to which the name of 
“counter-integrator of conductivity ” or mho-hour ” meter, 
has been given. It is well-known that in the case of a dis- 
tribution at a constant potential, the electrical power 
developed in the circuit is proportional to the real or 
‘pparent conductivity of this circuit. If we represent by R 
the resistance of the circuit, by e the potential difference at 
the ends of the same, and if w represents the energy 
developed during à time then 


o R o R 


| if the potential difference remains constant so that e? can be 


far away from the sign of integration Î . In adopting as 
* unit of conductivity the “ mho ” (the reverse of ohm) so 
pe J suggested by Sir William Thomson, we can see 

à mhometer apparatus similar in principle to the ohm- 


meter of Messrs. Ayrton and Perry, can, by adding an in- 
tegrating system, be made to measure the energy as in the 
case of a quantity counter, when the potential difference is 
constant, or supposed to be such. When, instead of main- 
taining the potential constant one keeps the current constant, 
it is then evident that the energy developed during a given 
time can be measured by integrating the volts developed 
as a function of the time, by means of a volt-hour meter. 
These special names are, however, indispensable for defining 
the special apparatus of which the functions are scarcely 
defined, and which were not required for use before the 
creation of electrical distribution systems. As no constant 
current system of distribution of electrical energy now exists 
in France, no volt-hour meters were submitted to the assembly. 
England is represented at the assembly by the Forbes 
quantity counter, the Ferranti counters, the Laurence, 
Scott & Co. counter, and those of Messrs. Oulton and 
Edmondson. | | 


So much discord and friction have resulted 

of late years between fire risk companies, 
their inspectors, and electrical contractors, 

that we think it would be a real boon to the trade generally 
if some insurance company could be launched for the purpose 
of taking electrical policies only. Possibly we have not yet 
reached such an amount of business in the development of 
lighting, &c., as to warrant such special means to deal with the 


 risks incumbent thereon, but we would point to an abstract 


in another column of the report of the Boston Electric 
Mutual Insurance Company, which is well worthy of con- 


_ sideration by those who are ever ready to adopt an idea in 


which there is money. 


In a letter addressed to the Petit Mar- 
seillais of February 10th, a correspondent, — 
writing from Algiers, calls attention to the 
increasing scarcity of gutta-percha, and repeats in à con- 
densed form the substance of the very interesting articles 
published by M. Sérullas in La Lumière Electrique.’ The 
letter concludes with a brief reference to the decision of the 
French Government to attempt the cultivation of the isonan- 
dra at Algiers. The issue of the same journal of February 
12th contains an article from the pen of M. Heckel, the Pro- 
fessor of Botany at Marseilles. This savant points out that 
even if the planting of gutta-percha trees in Algeria proves 
to be a success, many years must elapse before any supply of 
gum can be obtained from them ; meanwhile, he asks, how 
are cables to be repaired or submarine telegraph systems to 
be extended ? He, however, reassures us by tbe statement 
that a substitute for gutta-percha has been found in the karité, 
or butter tree. This plant was noticed by Colonel Galliéni, 
and the Colonial Governor, M. Jean Bayol, well known 
African explorers, growing in vast forests on both banks of 
the Upper Niger, and in Upper Sénégal (Bambarra and 
Belondongou). M. Heckel informs us that his investigations 
and experiments conclusively prove an almost complete simi- 
larity between the sap of the African karité and the gum of 
the isonandra gutta of the Straits. He asserts that between 
the two products there exist only very slight differences in 
chemical constitution. We are not in a position to judge as 


' A Substitute for 
Gutta-Percha. 


_to the merits of the karité as a substitute for gutta-percha, 


but we hope that the Professor has not too lightly gauged 
the import of the differences in chemical constitution he 


_ tefers to. 
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sa Ar the third skating carnival at Olympia ever, involve an expenditure of from £20 to £49. per 
me * on Monday, the first prize—a dogcart, annum. Where the demand for power is small, say below 


horse and harness, valued at £100—for 
the most original and effective costume, was won by Mr. James 
Tatem, who impersonated “ Electricity,” armed with bat- 
teries, telephones, coils and phonographs, after a sharp tussle 
with Mr. Bruce Smith, the well-known scenic artist, as 
“ Hymen up to Date,” wearing a heart on his breast, slippers 
on his shoulders, a bride’s veil, and a wedding cake on his 
head. Electricians may congratulate themselves upon the 
growth of fashionable opinion in their favour. That elec- 
tricity is a useful science no one will gainsay; but surely 
here is a new field opened for art in a direction which would 
scarcely have been expected. We shall no doubt shortly find 
the lectures of our professors thrown open to the fair sex, in 
order that ladies in general, and West End milliners in par- 
ticular, may study -the beauties of dynamos, telephones, and 
such like electrical apparatus as applicable to the costumiers 
art. But in sentiment, as well as in art, “ Electricity ” has 


romped home in the recent Olympian games, beating Mr. 


Bruce Smith’s “ Hymen up to Date” by a short neck, 
although the latter had all the best of the handicap, as will 
be seen by comparing the respective weights. We have, 
therefore, no hesitation in recommending our readers to put 
all their money on “ Electricity” wherever she runs, for she 
is sure to come in a good first. 


In his Cantor Lectures on “The Trans- 
mission of Energy,” delivered at the 

: _ Society of Arts in April, 1883, Prof. 
Osborne Reynolds pointed out that in this country there are 
. between two and three million horses, and that we may put 
the labouring men down at five millions, or the total 
power derived from corn as over three million horses. The 


The Electrical 
Transmission of 
Power. 


work done by steam did not exceed the labour of two million 


horses ; so that eight years ago, more than half the energy 
was still derived from corn. The learned professor came to 
the conclusion that so far as efficiency of transmission in 
_ considerable quantities was concerned, neither secondary 
batteries nor electrical conductors were more efficient than 
compressed air. Electricity was put at a discount. in this 
early attempt at generalising the subject. Thanks to the 
timely invitation of the Council of the Society of Arts, 
“The Electric Transmission of Power” is now being ex- 
pounded by Mr. Gisbert Kapp in a series of three Cantor 
_ lectures, the first of which was delivered on Monday last. 
Mr. Kapp first dwelt upon the importance of transmission 
generally, and then he drew certain comparisons between 
different modes of transmission, and the special applications of 
each mode. Comparing the effects of stored power, it was 
Shown that compressed air machinery had an average 
efficiency of 26°75 per cent., and it weighed 300 Ibs. per 
HP. hour, whereas with secondary batteries a total efficiency 
of 58 per cent. was possible with a weight of only 100 lbs. 
per H.P. hour. Therefore, as far as general efficiency goes 
in the case of self-propelled vehicles, secondary batteries 
were twice as effective with one-third of the weight. The 
horse and cart, again, according to Mr. Kapp’s calculations, 
work twice as efficiently as a battery car. | 


THE relative cost of water power and 
steam power, and large steam engines 
| versus small steam engines, was discussed 

at some length. Water power, in exceptional cases, may 
cost as little as £2 per H.P. per annum, or as much as £8, 
‘ but on an average about £6. Mr. Kapp thinks it is not 


The Cost of Horse- 
Power. 


worth £8 in any country where coal is reasonably cheap. 


With large steam engines £10 per H.P. per annum of 3,000 
hours covers all possible expenses ; small steam engines, how- 


5 H.P., and the consumer's premises in the vicinity of tram 
lines, there it would be possible to send storage batteries for 
purposes of driving electric motors. If the batteries ar 
transported from the charging station to the ‘consumers 
premises by an existing tramway company, the annual cost 
of the actual (brake) horse-power delivered need not exceed 
£40, or a little more than_3d. per H.P. hour ; the limit of 
distance being taken at five miles between charging station 
and consumer. As regards first cost, the outlay for two sets 
of batteries and gear would be £490. In the case of direct 
transmission with a potential of 1,000 volts, the overhead 
conductors would cost £130 per mile, and underground con- 
ductors £670 per mile to transmit 5 H.P. Secondary bat. 
teries would have little chance where any of the other elec. 
trical systems are available. Even in the cases of transport- 
ing passengers on tram lines by means of storage batteries, 
it is Mr. Kapp’s opinion that the traction expenses ar 
abnormal, as indicated on Table No. 5 (see another page) 
referring to traction at Barking Road. We hope that ‘these 
figures will be refuted by those interested. The Tablé No, 3 
is exceedingly interesting, as it gives the weights, energy 
consumed, &c., on cars, and these figures were supplied by 
such experienced men as Mr. Frazer and Mr. A. Reckenzaun, 


IT has often been said that if central 
electric lighting stations could be mn 
during the hours of daylight for purposes 
of driving electric motors, the supply companies would 
derive a handsome revenue. This, Mr. Kapp says, is adeh- 
sion. Central stations supply electric energy at from 44. 
to 8d. per Board of Trade unit; in London it is generally 
7d. At this rate, and with a motor running a small factory 
8,000 hours per annum, the horse-power would cost £75 in 
one year. On the other hand, if the supply companies 
charged 8d. per unit for motive power purposes, they would 
perhaps lose money by it. There are, nevertheless, numerous 
cases where small power is used intermittently, and there both 
the consumer and the supplier of electric energy may benefit. 
Small motors for domestic purposes are exceedingly handy, 
and require no skilled attendance whatever. Mr. Kappa 
hibited a number of these in operation on the platform, and 
showed by means of an ammeter in circuit the amount of 
current consumed in each. These machines and motor, 
which comprise a mangle, a washing machine, a butter 
churn, a knife polisher, a boot cleaning machine, a thre 
throw pump, and two ventilators were supplied and fitted up 
in the Society of Arts’ Hall by the Keys’ Electric Company, 
Limited, who make a speciality of this promising branch of 
their business. Very exact measurements with all kinds of 
domestic machines at full load have been made by the Keys 
Electric Company ; these we hope to publish at an early 
date, as they show the exact cost of energy when the prit 
per Board of Trade unit is known. 


Central Light and 
Power Stations. 


THE Sunday Times, of the 15th inst., 
contained amongst its City news, a long 
article, entitled “Barons Grant and Von 
Buch, Messrs. Rawson, Walker, and Evans.” It dealt 4 
length with the Elmore copper depositing scheme, 
Railways and Tramways Electrical Equipment gr 
Limited, and other interesting matters, with the result 
Messrs. Oldfields have written a letter to the Financial 7 
stating that Mr. Carl von Buch has instructed them to take 
action against the Sunday Times, claiming damages for b not 
Mr. von Buch says that, although a shareholder, he has 
been connected with the management of Woodhouse 
Rawson United, Limited, nor has he been concerned 1 
promotion of the Elmore Copper Company. | 


Interesting 
Libel Case. 
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‘(HE REPRODUCTION OF THE VOICE BY 
©! MEANS OF THE TELEPHONE. 


Tux researches of Mons. Mercadier into the causes which 
affect the intensity of telephonic effects were in itiated in the 

ing of 1889, when he directed his attention to the influ- 
ence of the thickness of the diaphragm in modifying these 


= abstract which we gave in our issue for February 6th 


showed what further work had been done by this scientist in 


the same direction, and summed up the conclusions which he 
arrived at upon reviewing the whole of his results. 

At the-weekly meeting of the Paris Academy of Science, 
on January 19th, Mons. Mercadier read another paper re- 
lating to the telephone : in this he dealt with the reproduction 
of the voice. i 

The principal aim of the telephone is the reproduction of 
articulate sounds at a distance from the source of energy 
from which these sounds emanate. And in reproducing these 
sounds it is desirable that their various inflexions should be 
aceurately given, that the vowels and diphthongs should retain 
their characteristic accent, the timbre its delicateness, and 

intensity ; but in practice it is found that the trans- 
forieations of energy which constitute the telephonic effects 
tend to result in peculiar alterations of the articulate sounds 
which are reproduced. 

These alterations have been the subject of an investigation 

Mons. Mercadier, whose conclusions we will now give. 

I, Alteration of the timbre.—This consists in the produc- 
tion of a disagreeable nasal twang, which often spoils the 
words, It has already been pointed out (vide Comptes Rendus, 
November, 1885) that this alteration of timbre or quality 
ought to be referred “to the super-position of the movements 
due to the production of the fundamental and the harmonics 
of the diaphragm upon those which are due to the voice ; 
is super-position, resulting in a disturbance in the form 
“undulations,” and consequently-a disturbance 
in the form of the sonorous undulations which penetrate to 
the ear of the listener. 

If this explanation is really correct, it ought to be suffi- 


cient, in order to correct this alteration of timbre, to take a. 


diaphragm, of which the fundamental is superior to the 
limit of the sounds emitted, that is to say, about O, for male 
voices, and about C; for female voices. Then the action of 
the voice will not tend to produce those fundamental and 
harmonic sounds of the diaphragm, which do not coincide 
with the sounds emitted by it, for in order to produce them a 
greater mechanical energy must be available than the human 
voice can supply. 
The above can easily be verified by experiment. To cite 
"1 two extreme cases : either a di An. of one hundred 
tres diameter and one millimètre in thickness, or one 
of thirty millimètres diameter and a tenth of a millimètre in 
thickness will satisfy the conditions, if of sufficiently high 
fundamental note, and, when adjusted to suitable telephones, 
= =. produce any appreciable alteration in the timbre of 
IL. Alteration of the vowels, dc.—This alteration consists 
on the one hand of an exaggerated predominance that is given 
to certain consonants, vowels, and syllables, b 


4, 0, AU, On, ent. . ,.. ; on the other hand it consists in a 


| marked weakening of the 1,8, C, 2, i, e, and w. In practice it is 


positively tiring to listen to telephonic messages, &c., on this 
account, and difficult to miel what is meant, hence 
uent mistakes and misunderstandings. 
his alteration is due in a great measure to the shape and 
different of the buccal cavity, which vary when 
ne nt sounds are produced, and to the energy of the 
né waves which is subject to considerable variation. 
2 An these Causes are concerned alteration in the sounds 
always be inevitable, but such alteration of the vowels, 


&e., is affected also by t 
monics of the diaphre y the relative production of the har- 


Lu how to diminish these inconveniences, M. Mer- 
attendin — that it can to some extent be effected by 
is to 7 Le same conditions which affect the timbre, that 
7 suitably combining the best thickness and 

very itd e diaphragm so that its fundamental note may 


It is believed that the transmission by the telephone wire 


of the message from the receiver to the transmitter plays some 
important rôle in the modification of articulate sounds, but 
a M. Mercadier proposes to leave for some fnture investi- 
gation. — | 

__ III. Subsidiary resonance—A third inconvenience which 
is presented by a great many telephones consist in the produc- 
tion of what M. Mercadier calls “ parasitic” resonance. 
These forms of resonance appear to be. two in number. One 
of them need not be taken into any serious consideration, for 
it is very feeble and is only perceptible to practised ears. 

_ This resonance is a metallic grating or noise which appears — 
to be due to a sort-of “friction” in the direction of the 
radius of the diaphragm, according to the variation in this 
direction of the form of the lines of force. This resonance 
disappears in the case of a diaphragm that has a high funda- 
mental note, either because it is then too acute to be perceived 
by the ear, or because it is really not produced, since the | 
mechanical energy necessary. for its production is usually 
greater than that which the human voice is able to afford. 

The other kind of resonance is much more intense and 
has a much graver sound ; it is that of the mass of air which 
is contained in the telephone box itself. In order to elimi- 
nate this resonance, in which many of the delicate inflections 
of the voice and its timbre are lost, it is sufficient to leave 
beneath the ay” only a very small air chamber. 

It appears, then, that many of the causes which affect 
alterations in the reproduction by telephones of articulate 
sounds, are able to be very considerably diminished and, per- 
haps, even completely eliminated ; and that this result, too, 
can be ee about by the employment of a simple means, 
namely, a diaphragm which possesses a high fundamental 
note : the diaphragm may be ‘of large diameter and great 
— or it may have a small diameter and be relatively 
t in. 

Moreover, in satisfying the conditions which govern the 
clearness and distinctness of the reproduced voice, it is pos- 
sible also to satisfy those conditions which are necessary to 
produce a sufficient intensity of effect (vide Comptes Rendus, 
vol cxii., p. 97). Intensity and clearness are the most indis- 
pensable features in the effect of the telephone, and, given a 
means for producing these qualities in a marked degree, it 
ought soon to be possible to make a perfect instrument. 


ON THE INFLUENCE OF THE STRENGTH 
OF THE MAGNET IN A MAGNETO TELE- 
PHONE RECEIVER.’ 


By CHARLES R. CROSS and HARRY E. HAYES. 


‘THE present investigation is a continuation of the research 
descri in a paper by Messrs. Cross and Williams, 

reviously published in these Proceedings (vol. xxiv. p. 113). 

ith a magneto telephone transmitter it was found that, as 
the strength of the magnet was increased, the induced cur- 
rent produced by a definite motion of the a increased 
rapidly to a maximum, and then gradually decreased. 

ith diaphragms of different thickness it was found that, as 
the field necessary to saturate the diaphrägm increased in 
strength, the maximum value of the induced current oecurred 
with a greater strength of field, and also that the value of 
this maximum current increased with the thickness of the 
diaphragm, other things remaining the same. One series of 
measurements, however, whose results are shown in curve 
No. 28, fig. 2, of that article, seemed to be at variance with 
this conclusion, a discrepancy which was explained on the 
supposition that the yg en the cam-rod by which 
the diaphragm was thrust forw Pca to a material 
extent with the thicker and stiffer diaphragm, which, b 
lessening the motion of this, would produce the observ 
result of a diminished current. 

A series of measurements was first made in order to 
ascertain whether the above conclusion was correct. The 
apparatus employed was identical with that described in the 
previous article referred to, but the supports carrying the 
cam-rod were much increased in rigidity. The same dia- 


* Contributions from the physical laboratory of the Massachusetts 
Institute of Technology. Presented Noyember 12th, 1890. 
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phragms were employed as in the earlier experiments. The 
results were such as to show that the explanation of the dis- 
crepancy suggested was the true one, as will be seen on an 
examination of Tables I., II., and III. The diaphragms 
used were of iron, and of the same thickness as in the pre- 
vious experiments, viz. Nos. 21, 22, and 23, B. W. G., 


corresponding to a thickness of 0°032 in., 0°027 in., and 


0°024 in., respectively. 


TABLE SHEET Iron, No. 21. 
Strength of field. Induced current. 


+070 | 19°0 | ‘441 102:0 
492 101:3 
‘158 495 "584 101:0 
202 64:0 | “637 
“246 777 92°3 
“292 | ‘900 88:5 
“344 99-0 | 


TABLE 11.—DiAPHRAGM, SHEET IRON, No. 22. 
Strength of field, Induced current. Strength of field, Induced current. 


000 00 380 97°5 
‘070 19°5 ‘425 96'8 
105 35°5 | 456 96°7 
141 39°7 | ‘514 | 940 
176 
222 63°3 ‘700. 843 
‘258 « 737 “781 76:5 
306 86-0 | 916 715 
| 


TABLE SHEET [Rron,.No. 23. 
Strength of fleld, Induced current, Strength of field. Induced current. 


000 00 325 863 
“070 155 364 
123 805 492 | 182°5 
155 42°3 ‘558 : 76-0 
194 53°8 ‘637 | 66°5 
1236 700 615 
268 75°7 900 


It was feared, however, that further difficulty might be 
met with from yielding of the supports of the cam-rod when 
heavy diaphragms were used,.so that a modification of the 
apparatus was thought to be desirable. The cam-rod was 
therefore provided with a brass diaphragm-holder, so that 

his, was moved bodily 
forward by the longitudinal motion of thecam-rod. A series 
of observations made with the same diaphragms used in the 
ae last described gave the results shown in Tables 
reached with the earlier form of the apparatus as given in 
Tables I, II., and III. From these ta « the curves shown 


in fig. 1 were constructed. The induced currents are re- 


presented by abscissæ, the strengths of the field by ordinates. 


TABLE [V.—DrapHracm, SHEET IRON, No. 21. 
Strength of field. Induced current. | Strength of field. Induced current. 


‘000 17 | 620 1243 
123 28°3 | 649 118°3 
‘194 44:0 | 700 111:0 
262 55°8 | 787 
‘306 639 | ‘862 96:5 
‘384 82°3 ‘976 88:5 
466 98°5 1:213 68°5 
554 118°5 


TABLE V.—DIAPHRAGM, SHEET IRON, No. 22. 
Strength of field. Induced current. | Strength of field. Induced current. 
‘000 ! 


‘514 86°7 
‘125 22°5 ‘596 91°4 
‘191 363 ‘654 89°0 
45'°3 ‘716 81°5 
“302 52°8 ‘807 770 
‘325 569 "983 69°3 
‘420 723 1°065 56°3 
‘466 843 1°235 52°3 


TABLE VI.—DrAPHRAGM, SHEET Iron, No. 28. 


Strength of field. Induced current. | Strength of field. Induced current. 


000 0-0 | 488 90°5 
126 20°8 ‘577 875 
134 349 654 80°3 
266 43°8 ‘716 72-0 
302 784 574 
337 62:5 888 43°2 
412 83-0 1:036 30°5 
449 89°3 | 4-235 24°5 


., V., and VI., which are in substantial accord with those 


— 


The numbers 21, 22, 23, affixed to the curves: of: fig: 1, 
indicate the thickness of the corresponding diap 
their gauge number (B. W. G.) The curves show that wi 
the diaphragms Nos. 21, 22, 23, the maximum induced 
currents were 124, 93, 91, respectively, corresponding { 
relative strengths of field 61, 56, 49. The results reached jp 
the earlier article are fully confirmed by these figures, which 
prove that, within the limits of the experiments, the maximgm 
current is greater, and is reached with a stronger field; ag the 
diaphragm is thicker. 

An examination of the curves of fig. 1. shows that th 
point of maximum current is less distinctly marked with thy 


1 118 ey 


thinner diaphragms tlran with the thickest, We are inétiisss 
believe this to be an accidental peculiarity, due 108 
yielding of the diaphragm, which was fastened at its 
and which when thin would tend to bulge towarss 
magnet, thus causing its whole motion to be performeniaay 
stronger field, and so giving rise to a stronger Tim 
current than would otherwise be the case. : An exit 
slight displacement of this kind will produce a 108 
difference in the resulting induced current. : This effets 
also have.acted to diminish somewhat the difference Demi 
the maximum current obtained with the two thinhésesss 
bhragms, which difference is much less than the GES 

2 the maximum current with the two thickest. 

Care was taken in all the experimeuts described in CRIS 
that the magnet of the apparatus should be far below 5 
tion, even with the strongest magnetising currents ‘WARES 
were used. 

Our experiments were next directed to a study of the eam 
ditions operative in the magneto receiver, and particularly @ 
ascertain the effect of a varying degree of magnetisation » 
the magnet of the receiver upon the change in its 
when subjected to the action of a slight current of the sam 
order of magnitude as that used in telephony. | 

The apparatus employed consisted of a core of soft Norway 
iron, six inches long and a quarter of an inch in diameter, 
and provided with a suitable magnetising coil. A rae 
was placed opposite one end of the core, as in the pers 
magneto receiver. This end of the core also carried two @0 
of fine wire, like the ordinary telephone magnet coil, one 
having a resistance of about 130 o 
190 ohms. The former of these coils was connected his 
storage cell, a fixed resistance, and a key. By means <a ps 
apparatus a current of suitable magnitude could be cause 
traverse the coil, which evidently corresponds to the ls 
the ordinary receiver, and which we have called the ‘1% 
coil.” . The effect of this current will’ be slightly to wr 
or decrease the magnetisation of the bar magnet, # À 
the receiver itself. The second fine wire coil # 
“ measuring coil,” and is connected in circuit with a! 
galvanometer, from whose deflection when a 


+ 


, the other of sr. 


| 
| 
f 
i? 
. 4 
À 
er. 
. 
PA 
L 
. 
> 4 
. 48 
Z 
| 
| 4 ‘4 
| . 
| 
| 4 
| = 
1 x 
| 
| (= 
| 
| 
| 
| 
| 
1 
| 
| 
| 
| 
| 
| 
|! 
| 
| 
| 
| 
| 
L 
L 
Ç 
L 
| 
L 


sent through the first fine wire coil the effect of this current Curves 31 and 1, and shows for various strengths of field the 
on the magnet of the reciever could be determined. A mag- increase of the induced current due to the presence of the 
meter arranged in the usual. manner showed the relative  diaphragm, an interesting illustration of the action to which 
of the field of the receiver magnet under differing © Du Moncel ascribed the chief efficacy of the diaphragm. 
conditions of magnetisation. | : In order to study the effect of the thickness of the dia- 
The observations consisted in adjusting the magnitude of paragm, further measurements were made, using sheet iron 
the current throwgh the magnetising coil so as to give a iaphragms Nos. 21, 22, 23, 26, B.W.G., whose thickness 
certain deflection of the magnetometer needle. The magne- | | 
io circuit included a suitable resistance coil, by the use 
of which any desired current could readily be secured. The 
key was then pressed, so that a certain current flowed through 
the line coil. The a value was given to this current by 
means of a rheostat. The induction occurring in the measur- 
ing cojl gave rise to a transient current through this circuit, 
the value of which was known from the deflection of the 
‘needle of the ballistic galvanometer included in it. Of 
‘course. the key had to be kept down unti] the observation 
waa completed, and it was also necessary, on account of the 
self-induction of the measuring circuit, always to read either 
‘on opening-or on closing the key. In onr experiments the 
vue slotted sa previously lay ‘sing the reli 
‘The results were plotted as previously by using the rela- 
bros of the field as expressed by tangent of the 
meter deflections as ordinates, and the induced 
currents. in terms of an arbitrary unit as abscissa. The 
deflection of the ballistic galvanometer used was proportional 
to the strength of the transient current passing through its 


A series of observations was first made with the diaphragm 
removed, in order to study the deportment of the core alone 
ander varying ae of magnetisation. : The results are 
iven in Table VII., and are shown graphically in curve 1, 
fg 2, It appears from these, that with increasing magneti- 
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was 0°032 inch, 0°027 inch, 0°024 inch, and 0°018 
inch, respectively. The results of these measurements 
will be found in Tables IX. to XII. inclusive, and from them 
the curves 21, fig. 2, and 22, 23, 26, fig. 3, were constructed. 
The numbers attached to the curve indicate the gauge of the 
diaphragm. The curves numbered 3, 4, 5, 6, respectively, 
are constructed to show the effect due to the addition of the 
diaphragm of thickness indicated by the gauge number, as 
already explained in the case of Curve 2, fig. 2. 


TABLE VII.—No DIAPHRAGM. 
Strength of field, Induced current. Strength of field, Induced current, 


000 101:5 ‘554 90-7 
070 101:8 727 843 
167 101-2 933 776 
244 1010 : 1:043 718. 
348 97°8 1:192 677. 
445 95°2 


TABLE VIII.—DIAPHRAGM. FERROTYPE IRON, No. 31. 
Strength offfield."à {Induced current. | Strength of field. Induced current. 


"000 "488 110°9 
072 24°4 | 625 1017 
| 112 11234 754 93-2 
Fra. 2. | ‘176 123:0 | ‘897 
the current remains nearly constant | | 
ime, and then diminish id i 
rate, which afterwards TABLE IX.—DIAPHRAGM, SHEET IRON, No, 21. 
nets, a Le" be anticipated from the qe pm diminu- Strength of field, Induced current, | Strength of field, “Induced current. 
line coil which a small current inithe 009 1310 | 437 1217 
current which traversed the li il was six milli- ‘107 11300 649 1113 
va which was mod in most of the 1997 106 
about baving been found by trial that the general 257 '128°0 92:2 
vith 8 ter of the results was the same as when a smaller line 356 1954 1280 814 
f this ee a used, while the greater magnitude of the deflec- | 
sed to ced = À pars induced in the secondary measuring TABLE X.—DIAPHRAGM, SHEET IRON, No. 22. 
ee the line ros pont nt readings to be made than if Strength of field. Induced current. Strength of field. Induced current. 
crease off | sponding series of measurements with a dia O13 1314 475 1902 
as in Srrotype iron, No. 81, B,W.G., 0°010 inch in th ckness, § ‘112 131°6 om . . des 
is ive the results found in Table VIII. and shown in Curve 
istic ul 2. Curve 2, fig. 2, is constructed with ‘abecissæ 
was difference of the corresponding <hecissæ of  . ‘313 126-0 827 
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Strength of field, Induced current. | Strength of field. Induced current. 


‘000 1360 "488 128°4 
"068 136:0 ‘603 118 4 
107 ‘690 
167 136°4 "869 1949 
211 1357 ‘979 95°4 
281 133°9 872 
380 1309 


Suxer Inoy, No. 26. 


000 1409 454 132°2 
068 1427 ‘548 128-0 
112 1424 625 1247 
175 754 1180 
229 . 885 1044 
298 1387 1-004 99-2 
376 1340 1196 892 


Several series of measurements were made with currents of 
widely different strengths, and with the thinnest and the 
thickest of the dia used in these experiments, in 
order to ascertain whether the induced current in the 
measuring coil inducing line current, 
and since this was found to be sensibly the case, the strength 
of six milliampéres was adopted, as already stated. | 

Considerable trouble was experienced in obtaining satis- 


factory Consecutive readings of the deflections, on account of 


the close proximity of the laboratory to the streets, rendered 
aged disturbing by the presence of the electric railway. 

difficulty was avoided as far as possible by working at 
night. In order to indicate the character of our results so 
far as the deflections of the ballistic galvanometer are con- 
cerned, the following values (Table XIII.) are given, from 
which the deflections in Table XII. are derived. 


TABLE XIII. 
Deflections. | 
Mean. Half-deflections. 

A. B. Cc 
281 283 281 281°7 140°9 
285 286 285 2853 142°7 
285 284 285 284°7 142°4 
284 284 284 284°0 142°0 
283 283 282 282°7 141°4 
277 278 2773 
269 268 267 2680 134:0 
263 265 265 2643 132°2 
256 257 255 256°0 1280 
249 250 249 2493 1247 
226 225 227 113°0 
210 208 208 2087 104°4 
199 199 197 198:3 99°2 
178 178 179 1783 89°2 


It will be seen from inspection of any one of the various 
curves last referred to, that as the strength of the field increases, 
the induced current increases, and then gradually diminishes. 
This would of course be anticipated, as the increased magie- 
tisation of both the core and the diaphragm increases the 
strength of field in which the latter moves, and at the same 
time diminishes the susceptibility of both masses of metal to 

etisation. The effect of the former predominates 
slightly at first, but is overpowered by the latter cause when 
the magnetisation is increased. The curves 2, 3, 4, 5, 6, 
show that the addition of the diaphragm causes a greater in- 
crease of the induced current at low than at high magneti- 
sations of the core, as would naturally be anticipated. 

Curves 21 and 22 are so “ay alike that they have been 
nr in separate figures to avoid confusion. It would seem 

rom this coincidence that above No. 22 an increased thick- 
ness of diaphragm causes little effect. | 

À comparison of the curves will show that, with the ex- 
ception of curve 81, for which the diaph was of ferro- 
type iron,.the value of the maximum induced current is 

ter according as the diaphragm is thinner ; and also that 

e strength of field corresponding to this maximum current 
is likewise greater the thinner the Mactan. The following 


‘described do not necessaril 


the very small motion of the diaphragm. 


_ matters for consideration would 


approximate values were found from constructions of. the 
curves on a large scale. 


For No. 26, Maximum current = 142, Field = ‘1g 


> 


” ” 132, ,, 
” 21, ” vac | 131, ” ‘06 dE 
It also appears that with the thinner diaphrapnis' tip 


‘ decrease of the induced current with increase of ‘field 


the maximum value of the current is reached, is more tj 
than with the thicker ones, Moreover, the deviation’ of 
latter portion of the curve from a ‘straight line is greater 
the case of the thinner diaphragms. The preiker ps 


‘the maximum induced current with the thin than with 


thick diaphragm would naturally be ascribed to the tee 
stiffness of the former, and its consequent motion 
when a current passes through the line, although its mnalle 
mass and greater ease of saturation must in à meson 
counterbalance this effect. The quicker approx of the 


‘thin diaphragm towards saturation will’ explain ‘the jhore 
‘rapid falling off of the current with it, and also the Jes 


uniform rate of this change as the field increases. “Curves 3, 
4, 5, 6, showing the effect of the diaphragm, still further 
illustrate these facts. 
It should be observed that the results which we bare 
show the varying acoustic 
effect of the receiver, since the amplitude of the motion of 
the diaphragm rather than the simple amount of the Py. | 
of strength of the magnet determines the magnitude of 
resulting air-waves, at least according to the view comm 
held. We hope to return to the study of this part of th . 
problem, which is rendered somewhat difficult on account of 
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rs Laboratory of Physics. 


By W. SLINGO 4. BROOKER. 


(Concluded from page 205). 
In the event its advisable 
tensive un und : - , one à 
extensive undergro egrap 
method of insulating and laying the wires. In any ae 
heavy expenditure would have to be incurred, babi sia 
be remembered that a great portion of the of 
sy is due to the opening of the ground, the 
d laying of iron piping and flush-boxes, remaking whe ty 
way; and so forth. The cost of copper, although § ea 
item, does not form the greater part of the total cost, a 1 
people appear to assume, and it is probable that ib rot! 
wise to use heavier wire than that usually compere offering, 
say, about 12 ohms resistance per mile. most econom) 


thickness of the insulating covering would depend Mig 
upon the material employed. If this material were compa 


tively cheap it should not be difficult to keep the ele 
static Be much below one-third of a microfarad per mile, 
and then the gain would be considerable. limited 

The choice of a system would were to be very lms 7 
In fact, only two methods commend themselves t bé à 
both instances the wires are drawn 
the first case the insulating material is the own = 
well tried gutta-percha, while in the second the insula 
used is a liquid, as, for instance, paraffin oil. oe 

The first-named method is seen in the highs er tr 
fection as employed in the British Postal ' elegraph wit 
The pipes are of cast-iron with socket joints packs Me 
pg yarn and soldered, and for ordinary strest reve 
laid about 6 inches or 8 inches below the paving. d 
pipe will comfortably carry about 80 wires. At ne 
about 100 yards rectangular boxes are inserted in pire 
pipes, the covering of the box being a age Li 
iron frame, and fixed flush with the paving. Te Det 
laid in position, the. flush boxes constructed, may 
and paving replaced before the wires are drawn In. 
wire is threaded through while the pipes are being 


laid, #0 
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to afford a means for subsequently drawing in the insulated 
conductors. Each ny er wire is served with coatings of 
tta-percha, which in their turn are covered with tarred tape 
La de irally. Latterly, these wires have been made u 
‘nto cables of four, being held together by a strong ta 
tape coating, which is over-wound s irally, the spaces between 
the wires being filled up with ene hemp. 
"Phe wires are drawn in in 200-yard lengths, 100 yards on 
either side of the drawing-in flush box, so that joints are 
made at every second box. A certain number of ‘Spare wires, 
that is, a number in excess of those actually required to meet 
the requirements for the time being, are usually drawn in, to 
meet requirements and to afford facilities for re- 
placing faulty sections in working wires. When a fault 
‘oceurs, the section in which it exists is traced, and the faulty 
| can then be replaced by a corresponding sound section. 
The finsh boxes afford facilities for localising faults and 
effecting such crosses, all the wires being carefully labelled 
for the When all the spare lines in any section 
have been brought into use, it may become necessary to 
renew that section. To do this, all the old wires are drawn 
out, an equal number of new ones being at the same time 
in. The new wires are joined in circuit as a loop before 
ing drawn in, so that no interruption to communication is 
caused. This system is very efficient, but, naturally, expen- 
sive, and is likely to become more so as the scarcity of gutta- 
percha increases. 
If an extensive underground network were constructed, it 
would be necessary to institute a series of regular methodical 
tests in order to detect and promptly remove faults, for faults 
in underground wires e very much of the nature of 
those in cables, and are liable to give some trouble in work- 
ing before the cause becomes known. Such a fault “opens,” 
that is to say, its resistance falls, and the loss by leakage 
becomes greater, on the application of a negative current, 
while it closes, and the loss can be reduced to almost nothing 
by sending into the line a positive current. If specially 
tested for the presence of an underground fault can be at 
once detected ; it is only necessary to insulate the distant end 
of the line and send a current into the wire through a sensi- 
tive galvanometer from a battery of about 50 or 60 volts. 
The direction of the current must be reversed, and if no fault 
exists the deflection ‘of the needle will be small and equal 
. With either current, while a comparatively steady or a slowly 
falling deflection with a positive and a steadily increasing 
deflection with a negative current will give decided evidence 
of the existence of a fault. Such faults are very liable to 
occur at or near joints, either through the joint being . badly 
made or the percha near it being damaged by careless 
heating or 
The point at which à length of underground work joins 
an overhead line is again one where faults frequently occur. 
The covered Wire is usually carried up the side of the 
terminal pole, either in a groove or a wooden casing. In this 
‘Somewhat exposed position the percha cracks and perishes, 
causing incipient faults, which subsequently SA and 
e very evident in wet weather. This fact constitutes 
7 popotion to a mixed line of overhead and underground 
; The other system, viz., that with the insulator in a liquid 
orm, has been successfully tried in England on a limited 
scale, with paraffin oil as the liquid. In this case the prin- 
cipal trouble arose from the difficulty of keeping the pipes 
with the oil, which escapes even more readily than 
mg 3 but recently a much heavier oil has been introduced 
2. this kind of work, thus overcoming the objection. This 
— oil, which, as ore for work similar to that 
= er consideration, is somewhat like very thick treacle, is 
on so difficult as paraffin oil to retain in the pipes, 
pe ss 80 oi, that the pipes can be opened and a junction 
rh — made by merely plugging up the pipe for the 
a ing with cotton waste or some similar material. The 
thi raided over with common jute, hemp or cotton, 
. Covering merely serves to mechanically separate 
The Wires from each other and from the iron pipe. 
bg so covered are boiled in the oil, in order to 
Le of all moisture and air; they are then drawn 
me De the portable cauldron into the pipes, which are 
the ong À with the oil. The latter slowly flows along 
ped x abr filling up all the interstices forms a first rate 
or the wires, The advantage of a liquid insulator 


is, that its motion, however slow it may be, affords a good 
chance of sealing up any ordinary fault which might occur ; 
and in fact, with careful laying, it is difficult to see how any 
permanent fault could develop unless caused by external 
mechanical injury to the pipe, or the actual fusing 
together of two wires by lightning. The latter is very 
improbable, as the oil is able to resist an enormous 
electrical pressure without allowing sparking to take 
eaper than gutta-percha, it would a ig 
that long sizetches of un und Gites of 
resistance and low electrostatic capacity could be laid with 
less expense by this system than with gutta-perchà as an in- 


. sulator, although we are not aware that any practical trial of 


the modified system has been made. 

The employment of armoured cables, such as are used in 
Germany, would appear to be scarcely advisable for the p 
especially in England. Questions of road traffic, the 
facilities requi for crossing or interchanging certain 
short sections of the lines tend to render such a system 

It should be remarked that a fancifully high insulation is 
not imperative in the case of 4 telegraph line. On the other 
hand, provided the standard can be maintained, an insulation 
resistance of two megohms - mile is often preferable to one 
of 50 megohms per mile. ith a line 50 miles in length, 
the total insulation resistance would, in the former case, be 
40,000 ohms (for it will be remembered that the longer the 
line the less the insulation resistance, since the path of leak- 
age is greater), and this moderate leakage would, by facili- 
tating the disch of the line, enable a high ‘speed of 
working, under ordinary circumstances, to be more: easily 
obtained. ‘The all-important requirement is that the insula- 
tion resistance shall be constant, and that its comparatively 
low value shall be due to ‘the low specific resistance of the 
material when perfectly sound, and not caused by a “ fault” 
of any kind. | + initial high value follows, as a matter of 
course, when such a material as gutta-percha or India-rubber 
is employed, since any other condition would indicate the 
existence of a specific fault. 

We may perhaps briefly summarise the conclusions arrived 
at as follows :—Although it is possible to construct overhead 
lines so as to guarantee that a complete collapse shall be of 
very rare occurrence, and to arrange the routes and divisions 
into sections, as well as the facilities for repairs, so that the 
inconvenience caused by ordinary breakdowns shall be re- 
duced to a minimum, yet a well devised underground network 
would be very valuable. It is now possible to work long 
lengths of such lines at a speed hitherto undreamt of ; a 
by using sections of them in conjunction with overhead lines, 
much inconvenience, due to ordinary local breakdowns, as 
well as stoppages caused by “storm-belts,” could be avoided. 
The question resolves itself simply into one of pounds, 
shillings and pence, and the interest on the outlay that would 
be incurred were such a system carried out, should be 
regarded as the premium to be paid for insurance against 
interruption to communication. | | 

(Concluded. ) 


ON. THE HEATING OF BRIGHT, FREELY 
EXTENDED, COPPER WIRES BY THE 
CURRENT. 


By U. BARBIERI. | 


In order to calculate the rise of temperature of bright wires (ex- 
tended horizontally) by the current there are various formule, 
those of Kittler, Uppenborn, Strecker, Sabine, &c. These formu- 
læ give very different results, as the constants by which the ratio 
“is multiplied in the formulæ varies between 0-1 (Sabine) 
and 0°03 (Strecker). The object of the present inquiry is to 
ascertain which of the existing formulæ express such rises 
of temperature with an accuracy ‘sufficient for practical 


ar ari and, indeed, if any of them can be regarded as 
cie 


8 nt for all cases. 
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Course of the Investigation. 


A wire about 7 metres in length is fixed securely at 
one end, and at the other it is carried over a pulley, the axle 
of which carries round with it synchronously a mirror. At the 
exact distance of 14 metres from this rotating axle there is a 
scale, suspended vertically, which allows the values to be 
read off directly by means of a telescope. 

At the end which passes over the pulley the wire is kept 
stretched by means of a weight equal to 7th of the breaking 
strain as calculated from the section, &c. The temperature 
of the room is shown by three thermometers hanging near the 
wire. 

Each wire was first overheated by a strong current in order 
that bends and other irregularities might be removed as far 
as possible. In the experiments the deflection of the mirror 
occasioned by the heating effect was observed. We calcu- 
lated then from the radius of the pulley and the distance 
of the scale, the increase of length from which the rise of 
_ temperature is derived, by the aid of the coefficient of 
of copper. 

n order to be independent of the possible difference of 
materials as regards the coefficient of expansion, direct experi- 
ments on the thermic elongation of the description of copper 
“used were instituted, rapid changes of temperature were 
effected by heating the room and then opening the windows 


(in winter). 
Results. 


Four copper wires (obtained from the firm Küstermann 
here) of respectively 0°5, 1, 1°5 and 2 mm. diameter were 
examined. The results are given in the accompanying 
table, and are represented. by the curves. It appears 
from the numbers, that the so-called constant varies not 
only with the diameter, but that in one and the same 
wire it is not uniform with currents of different strengths. 


Diameter of 8 h of Rise of 
wire. po À temperature. Constant. 
0°52 mm. 3°2 10 00151 
45 20 0°0154 
40 : 0°0167 
8'4 80 0‘0176 
9°8 120 0°0194 
10°9 160 0°021 
11°9 200 0°022 
1 mm. 77 10 0°0206 
oi 10°7 20 0°0215 
va 14°5 40 0°0228 
Fe 18°6 80 0°027 
213 120 0°033 
à 23°5 160 0°026 
257 200 00375 
1:52 mm. 13°5 10 0°0234 
183 20 0°0273 
24°7 40 0°0275 
ik 32 80 0°0325 
36°4 120 00371 
ai 39°5 150 0°0405 
a 42 176 0°0420 
2004 mm 145 5 0°024 
an 19 10 0°027 
25°2 20 0°031 
337 40 0°036 
39 60 0°039 
43 80 0°043 
47 100 0‘046 
51 120 0°047 


If we take the mean values for the co-efficient of the 
term #/r°, there result, if we merely consider increases of 


temperature up to 100, the following numbers for the 


several diameters :— 


Diameters. Co-efficients. 
0°5 mm. 
0°024 
0°030 
0°036 


The formule of Kittler and Strecker are shown in the 
table of curves. We see that for thinner wires (1-0 and 14) 
the former gives too high values between 0 and 100°; for a 
2 mm. wire the theory agrees approximately with the experi- 
ments ; it agrees closely with the increases of temperature 
which were observed in the 1 to 14 mm. wires. Both would 


_of non-conductors. 


robably show too slight rises of temperat 

and for higher ot ie 
Since the conclusion of this investigation compre ve 

results on the question have been published by K 
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because another direct method was employed, which render 


the results independent of a knowledge of the galvanic co- 
efficient of temperature of the single wires. 

Kennelly’s figures refer to thicker wires from 2 mm, 
upwards whilst here thinner wires from 4 to 2 mm, hare 
been considered, so that the two investigations are comple- 
mentary to each other. The observations on wires of 2 mm, 
in thickness which have been carried out in both, allowa 
comparison of the results, which shows a satisfactory agree- 
ment as it appears from the subjoined conspectus. - 


Rise of temperature. 
5° C, 10°C, 20°.C, 40°C, 80°C. 

Strength of current. 
. Kennelly, ... 12, 18, 25, 35, 47. 
Barbieri ... 145, 19, 25°2, 337, 43. 


Elektrotechn. Zeitschrift (1891, p. 30). 


MAGNETIC ROTATION. 


AT a recent meeting of the Chemical Society at Burlington 

House, a paper was read by Prof. W. Ostwald upon the 

subject of magnetic rotation. | | 
According to Dr. W. H. Perkin, who has given much 


attention to this matter, the magnetic rotation of organk 


compounds is an additive function of their composition, 


is equal to the sum of the magnetic rotations of the com 


ponents. But this is not the case with the rotation of i 
organic compounds, which is usually found to be greater than 
that calculated on such an assumption. | 

In the case of hydrogen chloride, for instance, the caler 
lated value of the magnetic rotation is about 2°18, and a4 
matter of fact the value obtained for hydrogen chloride 
solved in an organic solvent, namely, iso-amyl oxide, is 224, 
but when dissolved in water the value is found to vary from 
4°05 to 4°42, and as the solution is diluted this value appears 
to increase. 

Prof. Ostwald pointed out in his paper that these ag 
tional values are only attained in the case of electrolytes, 
that they must therefore be referred to a fundamental differ- 
ence existing between the constitution of electrolytes and that 

That such a difference exists has already been din 
from other considerations, and has led Arrhenius & 
formulation of the theory of electrolytie dissociation. with 

Prof. Ostwald claimed that the facts established eo 
regard to magnetic rotation are in perfect accordance wi 
this “electrolytic dissociation” theory, and that any À 
ceptional values in the magnetic rotations of electrolytes 
due to the occurrence of electrolytic dissociation. 

In the discussion which followed the reading of this pap 
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Mr, Pickering said that in Prof. Ostwald’s attempt to appro- 
‘to Dr. Perkins’s results on of 

‘ons of electrolytes in support of the dissociation theory, 
was to what connection should 
exist between the magnetic rotation and the sup disso- 
ciation into ions, but it was boldly stated that if, as in the 
case of h en chloride, the magnetic rotation and disso- 
ciation. both increased with dilution, the result proved the 
trath of Arrhenius’s electrolytic dissociation theory, while 
equal support to the latter theory was afforded, if, as in the 
€ uric acid, dilution diminished the rotation and 
increased the dissociation. And the most astonishing part of 
the argument ap to be that the nearly double magnetic 
rotation obtained in some cases should be brought forward as 
anon of dissociation when the observations were made on 


ntions so strong that the dissociation theory represents — 


them as containing hardly any dissociated substance at all. 
Mr. Pickering agreed that the natural conclusion to draw 

from such a doubling of the magnetic rotation, when it 

occurs in the absence, of dissociation, would be that it could 


not be explained by dissociation. — 


INDUCTANCE AND ITS PROPOSED UNIT, 
THE “HENRY.” 


(Abstract of Discussion.) 


Ar a meeting of the American Institute of Electrical Engi- 
neers on January 20th, Dr. CARY T. HUTCHINSON thought 
the definition in terms of the centimetre was unfortunate, 
for the reason that its dimension, being a length, was purely 
artificial, and was so only on account of the “suppressed 
dimension.” The definition should be in terms of the 
phenomenon ; that is, the counter-electromotive force, ex- 
pressed in terms to suit the ‘C.G.S. “ practical” or “ legal ” 
unit, as may be decided. 

Mr. TownsEND Wo LcorTt, referring to the ge in Mr. 
Kennelly’s paper, “ It may be well to notice that inductance 
is only conventionally and perhaps not essentially a length,” 
said that if inductance really were a length, not only ought 
we to be able to measure it by some of the methods of 
measuring length, but it would be absurd to encumber our 
nomenclature with a new name for an old unit. We should 
by all means stick to quadrant, or centimetre as the case 


ight be. 
THORBURN believed that the committee ought 
to define clearly what the henry is to be the unit of. It was 
ordinaril called’ the unit of self-induction, but the term 
‘self-induction ” includes more and less than the quantity 
which is to be expressed in henrys. It is a general term 
connecting all the phenomena due to the creation of lines of 
orce in a coil through which a variable current is flowing. 
Thus we have the E.M.F. due to self-induction, the lag due 
to self-induction, the work due to self-induction, the co- 
efficient of self-induction, &c., any one of which the henry 
might be the unit of, and of only one of them it is the unit, 
= » the coefficient of self-induction. All things con- 
ind » 10 appeared best to call the henry “The Unit of 
may a term suggested, he believed, by Fleming and 
| Mr. Kennelly in his paper. In the next place it 
would be well to define exactly what this term “ inductance ” 
er Fleming, using the ordinary term 1 to denote in- 
toll ce, has defined it in three ways by means of the 
owing equations :— 


L di (1) = (2) = 3) 
dt 
In equation (1) ¢ is the E.M.F. of self-induction, “+ is the 
time rate of change of the current. In (2) N is the total 


‘Induction through the coil, and in (3) T is the energy of 


he second of these equations is inconsistent 
en - other two and is manifestly wrong. Thus the first 
telf-indtwr equations gives L as the ratio of the E.M.F. of 
we «y a the time rate of change of the current ; in 
es e E.M.F. of self-induction equals L times the 
of change of current. He suggested that the com- 
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mittee define inductance according to the first and third of 
the definitions given above. There was another considera- 
tion in favour of adopting as the unit of inductance 10° 
absolute unit, which he had not heard mentioned, and that 
was the fact that, in equations involving inductance alo 

with other electrical quantities, we may perform directly 

the algebraical operations without having to enlarge the 
value of L. There was another consideration bearing on this 
subject ; the effect. it was hard to predict at the present time. 
That is, the variation in the value of the sos à 4 of iron 
and steel. This variation will cause the values of the henrys 
obtained by means of the first and third of the three equa- 
tions to be different. Taking L as the ratio of the electro- 
motive force of self-induction to the time rate of change of 
the current, we would get for a 10-light Westinghouse trans- 
former and ~~ a permeability of 800, nine henrys ; 
this calculation would give ‘14 ampere as the current passing 
through the converter on open circuit, which is very nearly 
the actual current in practice. Taking the third definition, 


_ half of the magnetic energy of self-induction divided by the 


current, we get in this particular transformer something less 
than one henry Exactly what that means he had not been 
able to make out as yet. gue | 

Prof. F. B. Crocker, Chairman of Committee: The 
question of exactly what the unit 2. ge to—what the con- 
ception should be aside from its value—a definition of that 
he thought was very important. The coefficient of self- 
induction of course is the ordinary idea ; but that is defined 
in terms of a unit change of current in a unit time. Now, 
as a matter of fact, supposing we have ten units’ change of 
current in a unit time, then we have ten times the self- 
induction ; the coefficient will be no greater, though. If we 
have a certain electro-magnet and we discharge it, we take 
out ten ampères of current, and cause ten ampères of current 
to cease ge in one second. The actual self-induction 
would be that due to the change of current, ten ampères in 
one second. The coefficient of self-induction would be cal- 
culated from a change of current of one unit in one second. 
Therefore, one might say that we have the coefficient of self- 
induction and the actual self-induction in any given case. 
It is perfectly possible that one might have a variation of a 
tenth of an ampère in a second, but the coefficient of self- 
induction would be that due to the unit change of current in 
a unit time. He thought that the distinction between the 
coefficient, which is a special case due to a unit change, or a 
unit variation of current in a unit time, was one thing, a 
the actual self-induction in any given case, which may be 
ten units of change or a tenth of a unit, was another thing. 
That was usually more important than the coefficient of self- 
induction, because that was what we actually got. The: 
actual self-induction was very much more important than the 
coefficient of self-induction. 

Mr. A. E. KENNELLY remarked that as regards the 
ge discrepancy between the dimensional values not only 
of inductance, but of every other quantity in electricity and 
magnetism as stated in the electro-static system or in the 
electro-magnetic system, the fact that there is a discrepancy 
shows the imperfection of our knowledge of the subject, 
because if we did pu more accurate knowledge, there 
could be one and only one true expression of Jength, mass 
and time, which would denote the quantity we study. Now 
it is a very important matter to know whether inductance 
can be truly expresssed as a length or not. The common 
opinion is that it must be so, and it usually is so expressed. 
It cannot in all probability be a length, because, as has been* 

inted out by several speakers, it is capable of being expressed 
in the electro-static system as the inverse of an acceleration. 
The whole subject, therefore, required some future revision, 
but when our knowl becomes more perfect as we all 
expect it will be concerning the nature of these phenomena, 
so, proportionately, will our: definitions be more clear, and 
there will be one, and only one, definite expression of 
inductance considered in terms of length, mass and time. 
A very important matter was the question of how the unit 
shall be defined. If we had no iron it would be very pou 
because all these three definitions of induction would all be 
one and the same thing in terms. But unfortunately in deal- 
ing with iron, we come across a difficulty. He differed with 
Prof. Crocker that back electromotive force was the one 
which conveyed most clearly and most effectually the nature 
of inductance. When he saw a coil he could imagine the 
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number of linkages with that coil, and more readily estimate 
in this way its inductance than he could by forming a con- 
ception of its counter electromotive force with change of 
current. That was, however, only a matter of opinion ; but 
there was this advantage, that the method of referring induc- 
tance to the number of lines linked with a coil is one which 
is very fundamental and simple. It does not require any 
recourse to the differential calculus, as the others do, because 
the time rate of change has to be defined as the instantaneous 
time rate and not the time rate in any actual period elapsed. 
The only hope, as it appeared to him, is to specify that in- 
- ductance shall be expressed by any of those three definitions, 
and then to say that the inductance with iron has to be 
referred to the inductance that would exist without the iron by 
the use either of the specified conditions of the test, or of the 
specified conditions of the iron. 

Mr. C. O. Marrroux thought that the remarks of 
Prof. Crocker in reference to expressing inductance in 
terms of counter E.M.F., constituted a suggestion of some 
importance. In practice with alternating currents we do not 
deal with the instantaneous values of current or E.M.F. but 
we make our calculations on the basis of mean effective 
or average values corresponding to a given cycle or period 
of the electrical action. Inductance has been defined as the 
product of a length by a permeability, with the assumption 
that the permeability is unity. Now we might express the 
inductance as the product of two factors, one of which is a 
coefficient simply whether we regard it as representing length 
or anything else (we might, if we prefer, call it a length factor 
or coefficient) ; the other factor being what might be termed 
the “mean effective permeability.” Since the permeability 
undergoes a series of variations when the current rises from 
zero to the upper limit or maximum value reached in the 
given cycle, we have a series of values to consider. If we 
rs | this mean value by the length factor we have the 
mean effective value of the inductance. What we usually get, 
when we measure inductance is in reality the product of those 
two factors. Unfortunately we do not have the means of 
separating them, unless we regard the length coefficient as 
the inductance value that would be obtained if the iron were 
removed from the magnetic circuit ; and regard the other 
factor (the mean effective permeability) as the. factor indi- 
cating how many times the inductance is increased when the 
iron is present. The principal thing needed was a value for 
the inductance which can be treated as if it were constant for 
a whole cycle, or a whole period, and which will reconcile 
theoretical ideas with practical requirements. He saw no 
difficulty in this way of approaching the question. 

Prof. CROCKER replying to Dr. Hutchinson said he thought 
it would be a great mistake to define the Henry in terms of 
legal volts and ohms or whatever may be involved in the 
definition at the present time, making it necessary to change 
that dimension at some future date. 

Mr. CHARLES STEINMETZ remarked that when one took 
into consideration the fact that this term inductance will be 
used mainly for explaining and calculating the phenomena of 
alternating currents, then the suggestions that Mr. Mailloux 
made—the introduction of this “effective value” of in- 
ductance—he sup would be found more ~ful than even 
the true analytical term, inductance. He dia not consider 
the choice of the name “effective” as a happy one, because 
that suggests something of the nature of a square-root of a 
mean square, and this value, which Mr. Mailloux meant was 
not the square-root of the mean square of the different values 
of inductance during the magnetic cycle, but was, in reality, 

ery nearly the inductance for that value, which corresponds 
to the maximum magnetisation used, and therefore he would 
prefer another name, which is not so liable to be misunder- 
stood, for instance, “resulting inductance.” He had had 
occasion to make over a thousand determinations of the value 
of self-induction, and of the work consumed by hysteresis, 
over a very large range up to values where the hysteresis loss 
amounted to more than a thousand watts, and he alway found 

the value of inductance very near the value previously calcu- 
lated for the maximum magnetisation of the cycle. 

Mr. KENNELLY thought it safe to say that the consensus of 
opinion at the present time ameng the members, was in 
favour of adopting 10° centimetres as the practical unit, the 
henry to be spelled in the plural “henrys,” and that there 
was no difficulty in defining it in a copper coil which has no 
iron in it or near it, because it may be defined with equal truth 


| 


à 


in any one of three ways, those three ways giving the id ; 


result at all times, and for all currents. That so soon a8 iron 
is introduced, the inductance would probably vary with the 
way in which the measurement is made, the time’ during 
which the current is changing, and the value of the current, 
and the only pio Bs of the difficulty from a general stand: 
point, was to define inductance as though there were no such 
thing as iron, and then to say that when we are 


any inductance which is iron-clad, to specify the current — 


used, and the way that it is obtained, so as to arrive at the 
permeability of the iron at that moment and its rate of 
change. 


KENNEDY’S NEW SYSTEM OF ELEOTRICAL 
DISTRIBUTION. 


By RANKIN KENNEDY. 


THE system has been called the “ i pulsating system,” 
The electricity is sent out in two pulsating currents ; these 
two pulsating currents are derived from two alternating cnr. 
rents, alternating at a difference of phase equal to a quarter 
of a complete period of alternation ; and the fundamental 
principles of the system are :— 

1. Two pulsating electric currents flowing in the same 
direction, the one having its maximum at the instant the 
other is at its minimum, and in series in the same conductor 
act as one continuous current, the fluctuation in the current 
being only 14 per cent. RAS 

2. Two such pulsating unidirection electric currents flow: 
ing in separate coils but in the same direction, in an electro- 
magnetic apparatus, act as one continuous current. = 

8. One pulsating unidirection current acts inductively a 
a neighbouring circuit, and can be used to energise the coils 
of an open magnetic circuit converter, and generates alter- 
nating electric currents therein. 

4. Two pulsating currents, one at a maximum when the 
other is at a minimum, but flowing in separate coils on the 
same core and magnetising oppositely to each other, act as 
one alternating electric current. 

Kennedy’s new duplex pulsating system is the first and 
only one taking advantage of these À arr of the ‘two 
pulsating currents derived from two alternating currents in 
quadrature. 

At his generating station a number of dynamos are driven 
with an equal number of steam engines. These ‘dynamo: 
generate the two pulsating currents, and deliver them into 
two pairs of main conductors, one par g the one car 
rent, and the other pair carrying the other current. Fach 
current may have a pressure of 1,000 volts or more if de 
sirable. 

Branches from these mains are led to the various sb 
stations in the district, and according to the nature of the 
district, these branches are connected to the one pair or Dow 
pairs of mains, or between both pairs. If to one pair on, 
then only one pulsating unidirection current will be su 

and this will operate open circuit induction transformers for 
lighting and power by alternating currents of low pressure. 
If two branches are taken, one from each pair, then alter 
nating * current apparatus. Transformers, &c., can ™ 
operated for lighting or power purposes, and continuous cur 
rents can be obtained from motors generators, 0 

two currents, and motive power obtained from double 
motors to any extent. 

If a hd is taken between the two pairs, then par 

batteries can be charged in this branch, and a storage 
tery sub-station formed. High pressure continuous pas 
motors can also be operated in a branch between the 
pairs of main conductors. In these branches the two CU 
rents are in series. 

With all these modes of branching off the currents at 

command, the system has great possibilities, and 18 a8 flexible 


in application as any system could be. Other systems at. 


limited ; they can do only one class of work, and use 0 
particular appliances to do it. On this system the many 1° 
provements and all the experiences made and gained during 
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| in low pressure, high pressure, continuous 
together with battery improve- 
ments and experience, can all be utilised and brought into 
their respective places and proper sphere of action. Hitherto 
the battery system, the direct low pressure system, the high 


pressure nverter system, high pressure motor generator 
continuons alternating motors, have all 
mel some advantages. Each has been worked apart. 


ie system would not. fit the other. The alternating 
eae not work on any other but the alternating system, 
and so with the continuous motor ; it does not work on the 
alternating system, and so on it goes, multiplying inventions, 
but not addin much to the solution of the problem of a 
supply available for all purposes. Such a supply would be a 
boon to everyone; even makers of, and t ose financially 
interested in, other systems would benefit by its introduction. 
There would be increased room for all of them. The aim of 
this new system is to meet every requirement for such an 
universal system of electric supply to the public, so that the 
consumer may have a free choice of the apparatus, or cha- 
racter of apparatus, for his p ; 

On this new system electricity can. be supplied to con- 
sumers whose requirements are very different from each other, 
so that a greater field of operation is open for this system 
than is open for the limited systems now at work. 

This system is described and claimed in Patent No. 14,817 
(1890), and the details are covered by Patents No. 9,956, 
13,190, 18,549, 14,232, 15,006, 16,889, 18,491. 

Briefly described, this system. consists of alternating cur- 
rent dynamos, generating the two currents in quadrature, and 
sending them into the trunk main conductors through recti- 
fying commutation. There are four trunk mains, forming 
two pairs, one of the pulsating currents working through one 
pair, and the other pulsating current working through the 
other pair. By connecting the circuits at the generators the 
two currents are put into series order through any connec- 


_ tions made between the two circuits. Branches from these 


main trunk lines are taken in the ordinary manner into the 
consumers’ premises. In all towns and cities these trunk 
lines would run only from the generating stations to sub- 
stations ; from these sub-stations the consumers in the neigh- 
bourhood would be supplied at low pressure. The four main 
trunk lines would therefore be short and laid unbroken by con- 
nections, except for large consumers, who would get a converter, 
yo, ren, or motor generator into their own premises. 

It has been said that this system is equivalent simply to a 
system running an alternating current in one pai of mains 
and a continuous current in the other pair, cll no doubt by 
doing so every kind of work could be ead almost as well as 
by my new system ; but if the matter is carefully considered, 
it is abundantly clear that both the first cost and the main- 
tenance of the new system is very much less than that of a 

running an alternating and continuous circuit. To 

take one reason only out of many. At the generating station 
running an alternating and continuous circuit, there would 
uire to be two distinct and complete sets of generators, 
the one set could not be used in any way whatever in 
conjunction with the other, and therefore both would require 
to be large enough for their greatest output, and very ions 
would either of them be in full work, consequently a large 
portion of the plant would be idle most of the time. On the 
new system there is only one plant required, and that one 
plant, being on a system supplying so many varied con- 
TS _ be kept busy all the time—that is, earning money 

a problem of electric light and power has been solved. 
= : problem to be solved is how to supply electricity at a 

cheap enough to compel its adoption for lighting and 
rin + This new system proposes to supply elec- 

y cheaper than any other on these grounds. 
an ‘ one generating plant it can supply every class of 


2. Supplying many different classes of consumers, the 
plant will ways be working at a load large on to be 
a Profits at all times. The great loss in other systems 
=a peer their being for long periods idle or working at 

- On being unable to take up all kinds of work. 

‘ io: new system the bulk of the lighting will be 
having open magnetic circuit converters 


nCy over 93 per cent. at all loads. No other 
can approach this si} 


The nts cover two types of alternating current motors, 
for both of which there is an immense field open in dist 
already = by alternating currents, and they would 
also be worked on the new system from the open magnetic 

To su ight or power the one pulsating current is used, 
being otal into à pressure alternating current suit- 
able for the lamps or for the alternating motors. | 

Storage batteries are charged by the two pulsating currents 
in series, the batteries being arranged in series for charging 
and in parallel for discharging. 

Motor generators are worked by the two pulsating cur- 
rents acting in parallel in separate windings. 

Alternating current converters, or other al ing cur- 
rent apparatus, are operated also by the two ting 
currents each magnetising oppositely in se} coils. | 

The generators of the electricity are of a very simple and 
substantial design, and are made in sizes for 500, 1,000, 
3,000, and 10,000 lights ; only the core of the field magnet 
rotates ; the wire coils are all fixed so that the insulation is 


secure. | 

The small motors have no commutators, no brushes, or 
other parts requiring attention ; they require lubrication but 
no other attendance. | | | 

The generators and motors are self-regulating at constant 
pressure, and the current is 7 to consumers through 
a meter which measures the electricity consumed and re- 
gisters on dials the amount. 

Electricity should be supplied at 4d. per unit, that is 
equal, for lighting purposes, to gas at 4s. per 1,000, and for 
power purposes to a cost of 8d. per horse-power per hour, or 
about £4 per annum per horse-power. 

In a great many workshops steam engines from 5 to 20 
horse-power are used. These could be easily, ran and 
advantageously replaced by electric power. If the cost of 
running a steam engine of small power is made out, in- 
cluding coal, water, oil, waste, repairs, and attendance on the 
boiler, it will be found to be more than 3d. per hour per 
horse-power. 

Electric power is not attended by noise, smoke, dirt, heat, 
nor vibration ; there is no exhaust of waste products; no 
attendance is required. 

In introducing this new system the development of the 
motive power part of the business is one of the principal 
objects in view. 


NEW TESLA ALTERNATING MOTOR. 


WE have already described, says the New York Electrical 
Engineer, a number of different forms of alternating 
current motors designed by Mr. Nikola Tesla, depend- 


ing upon a variety of phenomena met with in the 
employment of alternating currents. One general type of 
these consists of a machine with, say, four poles, between 
which is mounted an armature, generally wound with closed 
coils, On two opposite poles of the field are primary coils 
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effected, whi 


device is thus avoided. | 
existence of a certain difference of phase between the currents 
of the primary and secondary coils, and will be readily under- 
stood by reference to the accompanying diagram. : 


connected up in the main circuit. On the same cores are 


also wound secondary coils, which are closed through coils 
on the other pair of poles. When an alternating current is 
caused to pass through the primary coils, it energises directly 
one set of poles, and induees currents in the secondary coils, 


which in turn energise the other poles ; but the phases of the 


current in the secondary coils may differ in time from those 


of the pore À current, and hence’ a shifting of the poles is 
hich imparts a rotation to the motor. 
In the new motor designed by Mr. Tesla, however, two 


energising circuits are brought into inductive relation in the 


motor itself, and the EE “pr of an external induction 
he operation is dependent upon the 


Here A represents the field magnet of a motor, which is 


built up of sections or plates. B and C are polar projections 


upon which the coils are wound. Upon one pair of these 


poles, as ©, are wound the primary coils D, which are directly 
connected to the circuit of an alternating current generator. 


The secondary coils, F, are wound on the same poles with the 


primary, and connected with other coils, £, which surround 


the “ge B. 

The current in both the primary and secondary coils will 
lag behind the impressed electromotive force, but to secure 
the proper difference in phase between the primary and 
secondary currents themselves, the resistance of the circuit of 
the secondary is increased, so as to reduce as much as possible 


its self-induction. This is accomplished by making the coils, 


COSSOGN 


— = = = = = 10000 


E, of comparatively small wire, having but few turns around 
the cores, or by inserting in the secondary circuit an artificial 
resistance, R, 4 

In practice, it has been found desirable to wind the arma- 
ture with closed coils, in which currents are induced by the 
action of the primaries. 


AN ELECTRIC STATION IN ITALY FOR THE 
DISTRIBUTION OF LIGHT AND POWER. 


[FROM OUR OWN CORRESPONDENT. | 


As I informed you some time ago, the Milanese Edison 
Company is erecting extensive alternating current electric 
works for a manufacturer at Intra of the name of Suter- 
meister. It is to serve for the distribution of ligbt and 
power to industrial establishments to the distance of about 
11 kilometres. I am now in a position to give you further 
details concerning this interesting installation. — | 


The subjoined sketch’ represents the projected manner of 
distributing the current which is to be supplied by the elec- - 


trical works for the first period of their activity, along with 


UNCHIO 


the proposed conductive net. As it will be seen 

the central station will be erected in 
point marked a, whence a cable will be laid to B, the point 
of ramification; at a.distance of 5 kilometres. On the way 
there branch off two small transformers, at Sanlino and Tro 
baso, where electric light is to be given off. The capacity at 
the former place will bé 5,000 watts, and at the latter 9 


watts. 


From B there branch off two. cables, the one leading to 
Intra (C) and the other to D, Sutermeister’s spinning estab. 

At the distributing station at Intra (C) transformers will 


be set up of a total capacity of .30,000 watts, in order to: 


supply from that point electric light to several ¢ 


In addition, there will be here erected an alternating current, 


motor of 50 H.P. for the transfer of power. 
The distance from B, the point of distribution, to the 
electric central station at Intra is 2 kilometres. a 
The second conductive cable which leads to D, in Suter. 
meister’s spinning works, serves likewise for giving off light 
and power. In order to light up the spinning works, trans. 
formers will be used of a total capacity of 10,000 watts, and 
three alternating current motors, each of 50 H.P., serving to 
work the spinning machines. 3 
Between B and D there branches off a small transformer 
station of the capacity of 5,000 watts, where electric light 
will also be given off. A] 
From here a further light lead passes to E, at the Pallanss 
central station, where transformers of the capacity of 80,000 
watts are being set up and where also electric light is being 
distributed to consumers. The distance from the point 


distribution, B, to the Pallanza central station is about ÿ 


kilometres. 


INTRA 


30000 WATTS) 


D 
SUTERMEISTR£ = 


\150# +” 
LLANZA 
E 
== oooowatts)Z== Ÿ 


There is also the prospect that electric current for li ht 


and the transfer of power will be meee at several mallet 


stations on the way from Trobaso to Intra. | 


In the electric works for producing the current at A there 


will be set up in the first place four Girard’s turbines wa 


with a fall of 26 metres, and a water supply of 500 litres 


per second and a rotatory speed of 250 turns 


it is requir 


for alternating current machines in | 
arrangement. | 


Each turbine is directly connected on the one side yrs ss 
an alternating current machine of the Zipernowsky ‘we "ff 


of special construction which, at a rotatory 


r minute give 
each 130 effective H.P. The turbines are su plied 
self-acting regulators on the system of the firm of Ganz 

Co., of Budapest, which allow of a very exact regulation, #. 
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turns per-minute (those of the normal construction make 360 
turns per minute) supply 80,000 watts, and on the other side 
with an exciting machine of the Ganz type 4;, so that each 
turbine with its alternating current machine and its exciting 
dynamo forms a set directly connected, which renders the 
disposition of the machinery exceedingly simple and com- 


Pa primary tension which comes into use is of 3,000 


volts. 

- The automatic turbine regulators projected for the above 

described very interesting installation (as it is intended to 

. supply an entire series of places, towns and establishments 
with electric light and motive power) have acted very satis- 

factorily in the Innsbruck electric works and are about to be 

used at the great electric works at Tivoli. | 


POSTHUMOUS SCIENTIFIC HONOURS. _ 


By S. ALFRED VARLEY. 


(Concluded from page 211.) 


Ir has been already remarked that it can be of no possible 
benefit to those who have away whether they be 
praised or blamed. Unfortunately, public audiences are only 
too easily carried away by the merest platitudes and senti- 
ments. A lecturer may almost safely reckon on applause 
when he appeals to an audience and asks them to mingle 
their tears with his over the failure of his efforts to obtain, 
say, some document known once to have existed, or it may be 
a portrait of “so remarkable a man, one so worthy to be re- 
membered,” &c. 

The experience of a life has taught me that those who 
gushingly express their desire to do honour to the dead are 
only too often the very men who seem to be. incapable of 
doing common justice to the living. - 

I once remarked in a published letter that Nature was 
sparing in her gifts, that to one she gave the power to think, 
to work, and to construct, and to others the power to talk, 
and, it was feared, sometimes to appropriate ; and that in the 
common parlance of the world these latter people were not 
infrequently referred to as having their heads screwed on the 
right way ; those who steal their brooms ready-made often 
make a greater figure during their lives than those who 
pe cn the manufacture of brooms, and pay for the material 

it of which they are constructed; and in these days of 
advancement the royal road to scientific success, even, is 
commanded: by those who are the happy rs of either 
official op or endowments, and who also possess the 
gift of the gab combined with a knowledge of bunkum. 

Every generation enters in the labours of the preceding 
one, and most useful inventions are, in a sense, a product of 
the age as well as of the inventor, and so it becomes com- 
Paratively easy to depreciate and to spirit away the rightful 
claims of those who pioneer and discover. We of these days 
can in no small degree make the forces locked in matter do 


our bidding, but the powers we wield are attributable not. 


nearly so much to individual intelligence as to the fact that 


there has been handed down to the present generation the. 


ee observations and experiences of mankind as a 
vad e. A coral insect at the best is an insignificant insect, 
end yet in the course of time the accumulated work of coral 
a raised up in our oceans large tracts of lands, and 
rm what men have been able to accomplish collectively, 
| gether ont of proportion to any single intelligence. 
n all generations there are a certain number of men men- 
y rs by some inches, and who are also more industrious 
4 cir fellow men; such men as these show the way— 
time ” = a few who make their appearance from time to 
done history of the world who are many heads and 
. taller, intellectually, than the average man. These 
urn over fresh pages of the book of nature, and lesser 


men spend their lives deciphering and trying to read what | 


The upon them. 

._ € depreciation of the just claims of living men by bring- 

prominence what has been by 

men of the past is only too often successful, and it 
vely easy for those holding positions popularly 


supposed to give them claims to speak with authority, either 
to minimise or to spirit altogether away the fair desserts of 
the living. | | 
In the opinion of myself and many others, an attempt was 
made by an eloquent master of: style to minimise the credit 
due to Joule at the time he experimentally demonstrated the 
mechanical equivalent of heat, by bringing into prominence 
the work of Rumford and Davy and others in the past, and 
making the most of the. theoretical views of Mayer Joule’s 
contemporary. Now, had Mr. Joule been a poor man, un- 
backed, the attempt to deprive him in his lifetime of the 
credit so justly his due would very probably have been, in a 
considerable degree, successful ; but on this. occasion Sir 
William Thomson intervened, as some of us thought very 
properly, and the eloquent master of style here alluded to 
ad to beat a retreat, which he did in a cloud of words, 
declaring he had been altogether misunderstood.  .—s_ 

In 1870, the germ theory was the scientific fad and the 
sensation of the day, and in the Presidential address of the 
British Association of that year, the name of Dr. Budd, of 
Bristol, was, it seemed to me, conspicuous by its absence. 
Dr. Budd had not talked much, he had only put into prac- 
tice successfully what had been ascertained in connection 
with the propagation of scarlet fever through the medium of 
germs ; but then Dr. Budd was not one of the select circle 
who put themselves prominently forward at popular scientific 
gatherings, and who indulge in mutual admiration speeches. 
Dr. Budd afterwards broke down in his work, and. very 
shortly after his decease I heard delivered from the Royal 
Institution pulpit a very eloquent reference to his untimely 
death, in the course of which we were told that a brain of 
more than usually good quality had given way—broken down 
by its own inherent strength. 

I remember also when Mr. Darkerdied, a man whose 
name is probably almost unknown to the present generation, 
but who had rendered great assistance to Wheatstone in the 
= early days of telegraphy, and also to Faraday, Tyndall, 
and others, a public reference was made to his special abilities. 
Darker, wearied out and exhausted with assisting others, 
ended his own life at last -by shooting himself. It was my 
fate to see him shortly before he committed suicide, for he 
paid me a visit—the only time I think he did so—in the 
small hours of the morning and: opened his heart to me, : 
telling me he was wearied out and wanted to get away from 
himself, and he told me he had got quite a small library of 
scientific books presented to him by their authors, in recog- 
nition of assistance he had rendered them, he said he had 
called thinking I might be able to get him a berth and 
send him to New Zealand or to Australia in the course of the 
day already begun. I tried to persuade him to have some 
supper with me, and I temporised to some extent, telling him 
although Tcould not myself pack him off to Australia, I thought 
it just possible my brother could help him in the matter, for 
cool and collected as he was, I recognised the highly wrought 
condition he was in, and that something was wrong; but at 
the same time the idea of such a man committing: suicide 
never once occurred to me ; but this I found he had done by 
seeing an account of the inquest in the public papers. 

It would be impossible to write a true history of the de- 
velopment of dynamo-electric advances without my own name 
figuring in it more or less conspicuously, and Dr. Silvanus 
Thompson cannot plead ignorance of my claims. The wood- 
cuts which, in “ Dynamo-Electric Machinery” appeared 
previously in Dredge’s Work on “ Electric Illumination,” 
together with a woodcut of my original dynamo, and Dr. 
Thompson acknowledges his indebtedness to Mr. Dredge for 
the loan of the blocks ; but the engraving of my machine, 
as well as any reference to my 1866 dynamo has been sup- 

ressed, and yet Dr. Silvanus Thompson professes to give a 
istory of the development of the dynamo from its first in- 
ception. | 

In 1887 I called attention to the treatment I had received 
at the hands of Silvanus Thompson in his book, and said I 
thought it was a case in which I should be justified in in- 
dulging in strong language. Now, in his third and last 
edition of “ Dynamo-Electric Machinery,” in historical notes 
a maimed reference is made to my 1866 dynamo ; he states 
that a provisional specification was lodged in 1866 of a 
machine “having electro-magnets only, which apparently— 
the italics are the writer’s—required before using to have a 
small amount of magnetism given to it by passing a small 
D 


| 
| 
| 
| 
| 
| | 
| 


- THE-TELEGRAPHIC JOURNAL AND 


240 ELECTRICAL REVIEW. 


CFesruary 20, 1891. 


amount of current through the clectro-magnets, a device 
which reappears in "another machine patented by the same 
inventors in 1867.” I have already called attention to the 
ial pleading which appears in the Cantor lectures on the 
electro-magnet. In that case, Dr. Silvanus Thompson was 
defending a client who was dead, and to whom, therefore, it 
could do no possible good; .but in my own case he has 
indulged in special pleading, seemingly to minimise as much 
as was in his power my claims to he considered a discovercr 
of what is admittedly one of the greatest scientific discoveries 
of the century. 3 
Charles Kingsley threw up the Chair of History he held at 
Oxford, because, as ‘he said, he found: history to be one big 


lie. I am afraid that a great deal of that-which now passes 


for scientific history is quite as big a lic as Charles Kingsley 
discovered political history to be. 

I feel there is no necessjty for mc to make any comment on 
the extract just given from “ Dynamo-Electric Machinery.” 
The passage quoted certainly conveys the impression to a 
student—and is probably intended to do so—that my 1866 
dynamo was not what in the common acceptance of the term 
would be described'as a self-exciting dynamo. 

: Now, if instead of living, as I have done, to sec the de- 
velopment of the dynamo-electric industry grow up out of the 
discovery of the dynamo principle, I had died, as my friends 
expected I should have done in 1873, a few years after the 
Government had made a monopoly of the telegraphs, then 
my untimely death might have afforded a theme for an 
eloquent sermon. 

here is no denying that the outcome of the discovery of 
self-exciting dynamos has been far reaching and important, 
and this discovery, I think, may be fairly considered to be 
one of the greatest, if not the greatest, scientific advance of 
the century. Sir William Thomson at the Jubilee meeting 
of the British Association referred to it as an example of 
scientific engineering, which, to quote his own words, “ had 
sent back to the realms of pure science a beautiful discovery 
—that of the fundamental principle of the dynamo made 
triply and independently, and, as nearly as may be, simul- 
taneously, by Dr. Werner Siemens, Mr. S. A. Varley, and 
Sir Charles Wheatstone.” Now this is, 1 believe, the only occa- 
sion—and J am very sorry to have to say it—that Sir William 
Thomson has publicly recognised in any way my claims to be 
considered a scientific worker, and in this case it will be 
noted he places Siemens’s claims before mine. I certainly 
preceded Siemens, aud my machine was designed-to be a 
self-exciting dynamo, whereas in the case of Siemeus’s dis- 
covery this was not so. Now previous to this the only one 
occasion on which Sir William Thomson has publicly 
credited me with scientific work I had become involved in a 
journalistic discussion with the late Dr. Sir William Siemens, 
lasting over two months, when he (Siemens) had practically 
to give way and to acknowledge my claims. In the course 
of this published correspondence Siemens stated that the 
production of current from a piece of apparatus they were 
experimenting with, aud which they happened to have by 
them,.was a matter of surprise ; and therefore I contend it 
was not so bond fide x discovery on the part of Sicmens as it 
was in my own case. 

On the occasion of the meeting of the British Association 
in Canada certain of the members visited America, and 
they passed a resolution, much to their own satisfaction 
apparently, that the discovery of the dynamo principle was 
covered by what Faraday had done in years gone by, and that 
therefore there was no scientific credit due to those who had 
produced for the first time self-exciting dynamos ; and | 
think I am correct in saying that Sir William Tliomson 
himself was present at the time this resolution was passed. 

No one reverences more than I do Faraday’s claims as a 
discovercr and as an electrician, but I contend that the pro- 
duction of self-exciting dynamos did not flow naturally out 
of his scientific work, even so much as his own work did out 
of that of his predecessors. It would be truer tosay that the 
germ of our present dynamo lay hidden in the clectrophorus, 
than to say it flowed ont the electro-magnetic work of 
Faraday. In my own case, the self-exciting dynamo. was 
suggested by the late C. F. Varley’s statical electrical mul- 
tiplier—an outcome, it may be said, of the clectrophorus, and 

the. first machine of the symmetrical type of influence 
machines of the present day, and which finds its highest de- 
velopment in the beautiful machine of Wimshurst. 


It would be very casy if one had the bad taste to do 80,.to 


spirit away altogether the electro-magnetic discover: 


say, Faraday himself ; his discovery that a m hp 
ave been 


revolved round an electrical current may be said to 
covered by the discoveries of Ampère. The revolving star 


wheel of Barlow and Marsh, described by Barlow ip the 
Philosophical Magazine of March, 1882, and modified 
Sturgeon into a complete disc, was an electromoter and 
Faraday showed this was reversible in 1821 ; in other 
he showed that energy imparted to the Barlow-Marsh. 
Sturgeon motor produced an electric current similarly. 9g 


energy imparted electrically produced mechanical. motion, 


It may be also said that Amperé’s discoveries were covered ‘ 


by those of Oersted, who was the first to show there wag g 
relationship between electrical currents and magnetism, and 
as it was well known in all probability long before Oersted's 
time that iron railings were rendered magnetic by lightning 
discharges, one could even spirit away the claims of Oersted 
to be considered an electro-magnetic discoverer, 


A NEW METHOD OF STUDY IN 
‘TELEPHONY. 


Proressor C. R. Cross, in a recent paper read before the 


American Society of Arts, describes an interesting method of 
analysing the movements of a microphone. The geneml 
principle is as follows :— | Sy 
If a tuning fork making 128 vibrations per second is 
taken, and the same is illuminated by 128 flashes of li 
per second, it will appear to be at rest. Suppose tha 
instead there are 129 flashes, then the fork will appear to 
move slowly back and forth being successively illuminated 


for a short space of time and seen in the various positions of 


its path. On the other hand, with a smaller number o 
vibrations, say, 127, the second flash will not find the fork 
quite back to its original position, and it will, therefor, 
appear to move backwards. | | 

Mr. W. W. Jacques, electrician of the Bell Telephone 
Company, applied this method to a study of the amplitude of 
the motion of the electrodes of a telephone transmitter, 
looking at the blurred image through a microscope. 
electrodes were illuminated by flashes of light, and the 
vibrations, though minute, were great enough to. be visible 
through the microscope. The fork made 128 vibrations 4 
second, and was lighted by the 128 flashes per secondo 
the electric sparks made at the moving electrode of the fork. 
The electrodes, then appeared to rest. But with 127 or 12) 


vibrations per second the electrodes, just as in the case of 


the fork before mentioned, appeared to move. By. these 
means not only the rate, but what is more important, the 
amplitude of vibration as well, was observed and studied. 
in these experiments a fork of higher pitch was used, and 
the extra current caused by the electro-magnet of the 
apparatus was considerable when a large battery was used. 
By a lens the light of the spark was concentrated on the 
electrodes, and these were viewed through a microscope 


“having a micrometer scale attached. An organ pip blown 


by a constant blast, placed near the transmitter disc, gv? 


-middle © 256 vibrations per second. The tuning fork 


made 128. But as the electrodes were illuminated at 
second vibration, the resulting image was the same 
arrangement was more convenient, as it is difficult to operale 
continuously a fork giving 256 vibrations a second, and à 
pipe an octave below did not give a clear sound. — 
The absolute motion of the electrode is of no 1m yt 
but the relative amplitude, ie. the amount by w ch i 
hammer electrode impresses-itself upon the anvil electrode 
the subject of interest. This is obtained by finding 


absolute motion of both, and subtracting one from the othe. 


However, in the carlier forms of per et the “ 

clectrode did not appear to move, even when 

diameters. It was a to get sufficient light from the sparks 

and the clectrodes appeared as silhouettes. ‘The omgay 

which could be casily tuned to 250 or 259 vibrations, ds 

flattened until the electrode was seen going through of 

motion slowly, and then, by fixing the eye on à 

dust, its amplitude could be estimated. 
With a telephone of recent form in cireutt, 


the, result: # 
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by the ear is interesting as compared with: the ‘appear- 
anedvof.the electrodes as seen by the eye. When the organ 
pipé is placed close to the transmitter vi gpa there was 
constat sparking, a deafening sound in the. receiving tele- 
phone and a relative amplitude of the electrodes. of, edsoth 
With the amplitude inch sparking was 
nent, but the sound not ‘deafening. On the amplitude 
being reduced to r5çoth inch, the sound was gratingly harsh 
bat of a distinct pitch, which before had been lost in the 
ng. 
er as that of an organ pipe until the amplitude 
was further reduced to 30%00th inch, and even more, to get 
rid of squeaky overtones or for first-class transmission. In 
a general way, it may be said that a relative movement or 
amplitude of the clectrodes of more than 35950th inch is 
not cousistent with good transmission. This was the 
maximum amplitude. ges 
With the pipe one foot distant the amplitude was- reduced 
to sstoath, and on being moved 30 feet away to the further- 
most end of the room, there was still the same loudness, but 
the amplitude must have been infinitesimal. rr 
“The critical arc of the maximum amplitude with good 
transmission in the case of platinum and carbon contacts, as 
used in the Blake transmitter, is very large compared with 
the other forms. This shows the Blake transmitter to be an 
admirable instrument. In the case of the Blake transmitter 
both electrodes had to be measured. In other transmitters 
there must be no motion of the anvil electrode for good 
transmission, but an immense movement can take place in 
the Blake. 


CONDITIONS FOR TENDERS FOR THE 
ELECTRIC LIGHTING OF BELGRADE. 


[FROM OUR OWN CORRESPONDENT.] — 


THE municipality of . Belgrade invites tenders for the 
— lighting of the streets under the following con- 
itions :-— | 

1. All the streets, the total length of which is 62,000 
metres, are to be exclusively lighted by electricity—either 
with are or glow. lamps. The current is to be produced by 
means of dynamos, the motive power. being obtained by 
means of steam-cngines. 

2. Of the above total length of the streets, 7,000 metres 
length of the first class are to be lighted with arc lights. 
The tenderer must ‘state: how many glow lamps: will be 
required to light 7,000 metres on the assumption that for 
this length 250 lamps are unequally distributed. The 
-Temaining 55,000 metres of streets are to be lighted with 
1,000 glow lamps. These glow lamps are to be at the dis- 
tance of 30, 40, 50, and 60 metres from each other. 

For a better understanding of the. distribution of the 
lamps, persons tendering can have aècess to a plan of the 
city, 1 which all the street lamps are shown. at 

3. The intensity of each arc lamp (when they are to be 
used for streets of the first class) is to be 10,000 (?) normal 
candles. The glow lamps are to be of 16 normal candle- 
Power. A normal candle is determined by the Carcel lamp, 
which burns hourly 12 (?) grammes purified colza oil with a 
wick of 30 mm. in thickness. A candle which gives 3th of 
the light of the Carcel lamp, above described, is regarded as a 
À 
_ 4, Each tenderer is to state whether he urposes using 
Continuous or alternating current machines, al what : yatem 

(Gramme, Siemens, Edison, &c.); also the system of the arc 
and glow lamps is to be stated. 
a It is permitted to put up acrial leads where it is techni- 
. “AY practicable. It is a matter of course that the conces- 
eg must take proper care for the safety of the leads. 

# or the illumination of national, municipal and private 
se +. and spaces, from 2,500 to 3,000 glow lamps of 8 
pt. normal candle-power will be required. The number of 
he wee required by private consumers cannot be stated in 


athe light may be cheaper with an increase in the num- 

pro the concessionary must state what 
e benefit é 

(se point 10). lefit he can allow to the community 


Ts The lighting concession is to be hold good for 41 years, 


The quality of the sound.of the pipes was not. 


reckoned fromthe day of the’ contract being signed by both 
parties. After this time the entire installation, together with 
the material which, during this time, must be supplied . gra- 
tuitously, becomes the property of the. community. The 
parties tendering will state on what terms they are prepared 
to hand over the entire installation to the community after 
the lapse of again of 26 years. à 

8. Not all the street lamps will have to burn for the entire 
night. ‘They will all. burn only until 11 p.m. After this 
time only one-half will be in use. The community guarantees 
for the half number of the street lamps 2,500 Hours of 
burning yearly for the other half. which burn only ‘till 
11 p.m. How and when ‘the lighting is to begin in. the 
evening and cease in the morning the community will deter- 
mine by taking into consideration the season of the year and 
the phase of the moon. Each person tendering is to state 
also the price if the hours during which the street lamps must 
burn are increased at the wish of the community, or if addi- 
tional lamps have to be introduced. . 

9. Each person tendering is bound to give a guarantee for 
the correct and: safe, working of the lighting installation, 
and must indicate with what means he undertakes this, and 
what security he offers. | 

10. The person tendering must state the price of lighting 
for national, municipal, and private consumption for glow 
lamps of 8 and 16 candle-power, as also for glow lamps. At 
the same time, it must be stated how the price is to be 
reduced if the number of the lamps is to be increased, and if 
the hours of burning are prolonged. 

11. The concessio must be bound to supply the elec- 
_tric current at all hours of the day and night, not merely for 
lighting, but for other purposes. — Mae 

12. The central station is to be installed not far from the 
place marked (O) in the plan near the railway station. The 
person tendering must state the manner of distribution. 

13. The tenderer must also show in what manner he will 
distribute the arc lamps in the streets of the first class, and 


- what support he will use for glow lamps in the other streets. 


It must be remembered that two-storey houses (ground floor 
and first floor) predominate only in the first class streets, 
whilst in the lanes the houses have merely a ground floor. 
14, The person tendering must show in what manner he 
will ensure the quantity of the current for the maximum and 


_the minimum consumption. | 


15. The person tendering must furnish a plan of the 
central station and of all other buildings required. 

16. The limit of time for tender$ is the 13th April, 
1591. Tenders may be written in the Serbian, French and 
German language, and must be addressed to the “ Munici- 
pality of the City Belgrade. Tender.” For further 
particulars, parties wishing to tender are referred to the 
magistracy of the City Belgrade. | 

January 15th, 1891. 


LONDON COUNTY COUNCIL. 


At the last weekly meeting the Asylums Committee decided to 


make further use'of electrical pus at Colney Hatch Asylum. 
The Highways Committee reported as follows : — | ; 


Subways. 


We have considered an application from the District Messenger 
and News Company for permission to run three sniall insulated copper 
wires through the subway in Northumberland Avenue, from the com- 
pany’s office at No. 4, Charing Cross to the Hotel Metropole. Wesee 
no objection to what is proposed; but we are of opinion that the 
company should be asked to pay a small rent for the use of the 
subway for this purpose. We recommend that the District Messenger 
and News Company be allowed, Juring the pleasure cf the Council, 
to run three small wires from ifs office at No. 4, Charing Cross along 
the subway in Northumberland Avenue, upon condition that the 

itions in which the wires shall be placed in the subway shall be 
etermined by the Council's chief engineer; that the space occupied 
by them shall not exceed that which would be taken up by a 2-inch 
pipe ; that the work of placing them shall be carried out, and that 
any damage that may be done to the subway in tbe execution of 
the work shall be made good, to the satisfaction of the Council's 
chief engineer, and at the cost of the Company,; and that the Company 
do agree to pay a rent of £1 a year in respect of the use of the 
subway during the time that the wires remain there. 

We have received a — from the chief engineer, stating that the 
Council’s subways in Commercial Road, Queen Victoria Street, 
Victoria Embankment, Northumberland Avenue, Charing Cross Read, 
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Shaftesbury Avenue, and Garrick Street, require to. be cleansed. 
Acting under authority given to us by the Council, we have ordered 
this work, the cost of which is estimated at about £25, to be done by 
the Council’s general contractor. — 


Notices under Electric Lighting Orders and Acts. 


We have considered a notice (registered No. 158), dated 2nd 
February, 1891, from the London Electric Supply Corporation, of 
intention to lay mains in Whitcomb Street, Spur Street, and Leicester 
Square (one plan). It is intended to lay the mains in 3-inch cast- 
iron pipe, the main themselves being lead-covered concentric cables. 
We see no objection to what is proposed; and we recommend that 
the sanction of the council be given to the works referred to in the 
notice (registered No. 158), dated 2nd February, 1891, of the London 
Electric Supply Corporation, upon condition that the company do 
give two days’ notice to the council’s chief engineer before com- 
mencing the works in any thoroughfare ; that the mains be laid under 
the footways, and be kept 9 inches below the underside cf the paving, 
wherever it is found practicable to do so; and that where the mains 
cross the carriageways they be kept at the same depth below the con- 
crete, or the road material, as the case may be. 

We have also considered a notice (registered No. 159), dated 9th 
February, 1891, from the Kensington and Knightsbridge Electric 
Lighting Company of a proposed extension of mains in Ennismore 
Gardens (1 plan). These works are of the ordinary character; and 
we recommend that the sanction of the council be given to the 
works referred to in the notice (registered’ No. 159), dated 9th 
February, 1891, of the Kensington and Knightsbridge Electric Light- 
ing Company. | | 


THE ELECTRIC TRANSMISSION OF POWER. 


Tue following tables, to which we refer in our other columns, are taken 
from Mr. Gisbert Kapp’s Society of Arts Cantor lectures, the first of 
which was delivered last Monday :— 


TABLE No. 1.—TRANSMISSION OF STORED PowER. 


Distance in miles attainable 


with 90 per cent. efficiency of 
Source of power. | trans ion over— 
s | Road. | Tram. | Rail. 
Coal and steam engine ... 115 270 | 1,300 
Corn and horse ... ove ous se 52 170 | 440 
Storage battery and electro-motor … | 4 10 — | 26 
| 


TABLE No. 2.— TRANSMISSION PLANT FOR 5 HorsE-PoweEnr. 


Annual cost per horse power delivered, if the transmission is 
Distance of 
transmission Direct. 
By batteries. 
Overhead Underground. 
1 361 33°6 
2 . 376 256 
3 39°1 28 60 
4 40°6 30°6 74 
5 42°1 . 33 87 


TABLE No. 3.—STORAGE-BATTERY TRAM Cans. 


. Philadelphia. 
Birming- Barking 
ham. Road. 
‘Small car. Large car. 
Weight of car (in tons) met 3°275 | 2500  3:620 
ke » motors and gear (in | dat 
tons)... 1:360 ‘980 1140 
» batteries (in tons)... | 2250 | 2400 | 1770 | 2-450 
passengers (in tons) 3:300 3600 | 3-600 
Total rolling weight (in tons)... | 10°50 10°63 7°48 10°81 
Percentage cf paying load... | 31°5 34 30 33°2 
Number of cells ‘te es VS 96 R4 116 
Maximum current ... ... | 70 70 80 
Maximum energy at battery | | 
terminals (E.H.P.) ... da: 19 | 14 23 
Average energy at battery ter- 
minals(E.H.P.) 6 | 48 
Maximum energy per 10 tons of | | 
rolling weight (E.H.P.) | 178 187 213 
Average energy per 10 tons of | | 


rolling weight (E.H.P.) 6 42 | 498 


mission is not 


TaBLE No. 4.—Cost oF BARKING ROAD : … 


£ 

Engine-shed and foundations =... 210 11 + 
Steam plant (two 40 horse-power undertype) ... 1,767 5 °9 : 
Charging dynamos (two 50 KW) eee … 1,000 0 9° ! 
Switch-board and instruments...  .…. see 30 
Car-shed and charging appliances... 282 0 0 : 
Twelve sets of batteries (1,200 cells) ... 1776 00 - 
Six cars, fitted :— 

Switches, cables ... 43 | 

Motor... ek … 942 00.5, 

£157 

Total 


… £6,191 16 0 


TaBLE No. 5.—RuNNING ExPENSES, BARKING Roap Tramwiy, 
100,844 CAR MILES PER ANNUM. 


Pence 

. £ s. d. | car 
Wages at depét...- 677 6 0 | 1612 
Drivers... 601 14 1. | 1-499 
Fuel... 433 19 9 | 1033 
Oil, grease, acid... ee 64 10 0 | ‘153 
Depreciation and repairs— 
- Steam plant, 5 per cent. 88 7 3 213 . 
Shafting and belting, 24 per cent. ... 412 0 ‘011 
Dynamos, 5 per cent. ~~ site 50 0 0 018 
Switches, cables, 5 per cent. 28 10 0 |. 67> 
Gearing, 50 per cent. 72 0 0 171. 
Batteries, 66 per cent. | — 1,184 00 | 2818 
Motors, 33 per cent. ... ds a 180 0 0 428 
Total 3,390 4 4 | 8:068 


TABLE No. 6.—PowER DERIVED FROM A CENTRAL STATION. 


~ Cost of Board of Trade unit...Pencel 2 3 4 5 6 7 8 
Cost of annual brake H.P. » | 
for 3,000 hours - 


233 33-5 43-9 54-2 645 75 854 


A GERMAN ELECTRIC LIGHTING AND. 
POWER BILL. | 


THE development which has taken place in the application of elec- 
tricity to lighting, power and other purposes in Germany during.the 
past few years, has induced the pr Government to draft a 
measure to exercise a certain control over electric lighting stations, 
overhead and underground wires, installations, and factories where 
electrical apparatus is made. This electric lighting Bill hasnow been. 
introduced in the Bundesrath. It comprises 15 paragraphs, of 
which the following are the principal regulations :— ‘sed 

The erection and working of installations for the production, dis- 
tribution and application of the electric current for lighting, trant 
mission of power and other p , are to be controlled by the 
police regulations, which the Bundesrath will issue. Electric con 
ductors or cables, intended to be carried along, over, or under public 
streets and grounds, must be laid or put up in such a manner a8 not 
to interfere with existing electrical installations, or prevent the future 
use of the ground for the establishment of telegraphic, telephonic, or 
signal systems. The consent of the higher Administrative authorities 
must be obtained before any installations, necessitating the breaking 
open or disturbance of public thoroughfares, can be eH up. For 
installations established before the promulgation of this law, per- 

required, provided that the owners forward, = 
months, a description of their existing installations, together with 
explanatory drawings, to the higher Administrative authorities. 
Notices of intended installations must be forwarded to the Ing 
Telegraph Administration, which is authorised, within a period 
four weeks, to oppose the carrying out of the installation. 
decision will depend bs oy the higher Administrative authorities, bot 
an appeal may be made to the County Central Authority (Landes- 
Central-behorde). If, however, the Imperial Telegraph A he 
tion is interested in the installation, the complaint or appeal ree ' 
made to the Bundesrath, which, after hearing from the County Cen 
Authority, will decide the matter. . Should the objections not 
proved, the opponents must bear the costs. Permission must 
vbtained before alterations in installations can be made. 

These regulations do not apply to installations erected on the pro 
perty of railway administrations, or to those on the land bek = 
to the Imperial Telegraph Administration. Electrical i me | 
public exhibitions, &c.; and in rooms or factories where explosives 
manufactured, or where explosive gases may accumulate, mus», 
examined by the local police authorities before being put into «1% 
tion. Contraventions of this regulation will be punished with mn 
not excceding £15, and the working of the installation may: be 
pended. The County Central Authorities are to determine * 
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are to be regarded as the higher Administrative authorities. five times the cash premium. Their loss-paying resources are, there- 
The Bill has been framed owing to:the great extent to which elec- fore, about six times their annual premium receipts, as they have 
tricity is now used for lighting and other technical purposes, and the always at least one year’s premium in hand. It is perhaps needless 
Bill concerns generating stations, cables and conductors, installations, to say that in their whole existence (dating back 40 years) they have 
and electrotechnical works. The dangers connected with these installa- never called upon the assessment ob Ons. . | 
tions consist in the possibility of accidents taking place owing to human . Precisely the same plan was adopted in the formation of the 
beings coming into contact with electrical apparatus, the of Electric Mutual. . 

fire, the possible interruption in the public telegraphic and telephonic ’ 

services Tou short circuits or induction, and the breaking of thick, been traceable.to carelessness .of construction or failure to provide 


tightly strained overhead conductors carried over streets and houses. any facilities for the extinguishing of fire, faults due ag « to the 
In order to obviate these dangers, precautions must be taken that all unusually rapid development of the industry.. A more deliberate, 
electrical installations are carried out in the most efficient manner, so permanent, and extensive era of ction has set in, and the mis- 
as to exclude the danger to life and.less by fire ; the conductors must takes and neglects.of the past are not being repeated. | 

be erected so that no interruption will occur in the supply, and so ‘Your d feelsthat you and those engaged in mi ren qu" aw 
that they will not break. A pop was made that electrical generally, will not fail to appreciate the good results that will ollow, 


installations should be placed in the category of those trades in- and the fire losses that may be avoided by the dissemination of 
cluded in the Trade Regulation Acts, but it was found impracticable. and valuable ideas genes to safety, through the intelligent in- 
The present measure has therefore been elaborated for the purpose of spection of. its by an insurance association en ag Be co 

ocntrolling electrical installations, &c. - especially to the electrical business. The excellent results o 

| - by the factory mutuals have been due to the avoidance of “normal 
hazard” by their careful selection of risks, and intelligent inspection 
| of the same, coupled with the interest that each insurer has in the 

ere is surely no other in w in can be serv 
FIRST ANNUAL REPORT OF THE ELECTRIC to so great a degree by the absence of fire loss as can the electrical ; 
MUTUAL INSURANCE COMPANY, OF and therefore we feel confident of the wisdom shown in following the 
BOSTON, MASS.* ; | lead of those mutual companies whose plans we have adopted, and 

me | | with which we are so agreeably working. 

: The business written by the Electric Mutual thus far in January 


[ABSTRACT. | swells its premium income to thirty-four thousand dollars, with every 


1 : indication that the month will show an increase over the p 
rer Ist of J ge 890, trie month, which has been the case with each month since we organi 


Company, and calling for pledges of insurance to secure incorporation Adding the normal increase of new business to the renewals one 


and authority to begin business under Massachusetts law. Not less year shall-have been , there- is good reason to anticipate not 
than $500,050 hace thay covering at least 200 separate risks, was a than one hun thousand dollars premium income during our 
required. More than double the required amount was pie d, and second year. ; | | 
all re aE and incorporation was at once eff e com- bcs 

y issued its first policies on the 15th of May. This report covers tement 

operations to the close of business, December 31st, 1890—7} | 


months. 

By the treasurer’s report you have seen that the outstanding risks 
amount to the large sum of $2,897,587, the premium on which is 
$90,320.71—an average rate of about 1} percent. The average 
amount of policies is $9,055. The | cash) iassets,"after paying | 
every dollar of taxes, expenses (including costs of organisation, Sourh KENSINGTON AND PADDINGTON Subway Bizz, 
equipment of office, &c.), and losses, amount to $18,907.04, a result, | th P th a this Bill | 
we believe, that is unprecedented in the formation of mutual fire in- reading ng of bol 

Not SAS Le bien assumed {that hasnot either been nall pressed f Time had not been given to ascertain the opinion 

by a representative of the com} th falteet € detail of the metropolitan members or the community generally. The 

and description submitted by the member insuring, in writing, upon rm railway would interfere e beauty of Kensington 
blanks of the company provided for the purpose. Not a risk is | 


PARLIAMENTARY NOTES. 


outstanding that has not been improved electrically (where im- _ Mr. Wurrmons did not;think the beauty of the gardens would be 

vement was needed), nor that is rer races 7 without interfered with, as the railway would pass underground. If further 
hacilities ies for extinguishing fire. Nothing can better attest those enquiry should prove that any damage was likely to accrue to Ken- 
than the statement that not a dollar of loss has occurred on any n Gardens, he would certainly vote against the third reading 


station insured. . Meanwhile’ he thought the Bill, which would facilitate communi- 
If the experience of the company during the first eight months  Cation between Chelsea and South Kensington, should be allowed to 
continues to the end of the first year, we shall be able to pay back to P À : | RE * 
members 50 per cent. of the premium paid for their policies, and add Mr. Courtney considered that the action of the promoters had 
to our réserve besides, Your directors have confidence to feel that been in accordance with the Standing Orders and with precedent. 
so as our'volume of premiums shall have grown large enough to The Bill was then read a second time. 
reduce the ratio of expense to that of the “Factory Mutuals ” (about Mr. T. H. Bouton rose to move “ That it be an instruction to the 
icies equal to that paid by those com ill is committed, ey consi e propriety of inserting clauses 
pee by Bill requiring payment to the authority of royalty or 
‘Werare pleased to say that a most satisfactory arrangement for  Sbare of the earnings of the subway, after fair interest on capi 
exchange of business with several of the ieee eo was c@n- working expenses have been provided for, as compensation for the 
0 ions, and by which arrangement Tight to tunnel under the public streets.” He said he had intended 
lus insurance secured by Lu com y, amounting to over one  t© raise this question on the Central London Railway, and had put 
one-half million dollars, has been ook with those companies at down a permissive instruction, but it was thought to be more in order 
the same rates c d by this company. In:return about. eight that the instruction should be a mandatory one, and he therefore 
hundred thousand do insurance on isolated] manufacturing pro- moved it in this Bill. The same question was raised by both Bills, 
‘fully provided with automatic sprinkler: equipments, pumps and by a third that had yet to come before the House; and how many 
&c., insured by them, has been placed with this company. À more there might soon be it was impossible to conjecture. The City 
We couldask no stronger endorsement of our methods and manage- and Stockwell Tunnel Railway was an engineering success and a 
ment, nor of the desirability of electrical risks, than that which is financial success, and that would give the investing public confidence 
manifested by the ready alliance of those companies with us. Their in other schemes. The promoters of this Bill tunnelled under the 
will seem marvellous to those not familiar with it. The first ublic streets, and they sought to do so without pe Megs nsation 
of those companies began over forty years ago, and there are now anyone, and this particular tunnel was near the s of the road 


"about twenty-five of them. They insure the large cotton, woollen, compared with the City and Stockwell tunnel. The public had a 


Paper, metal and other manufacturin i i ht to some com tion for the use of the su under the 
g corporations in the Eastern right pense 

middle States, and to considerable extent inthe South and West. Public streets. | 

the cash nance aBgregates over five hundred million dollars annually, . Mr, Courrnzy said that the instruction gr age by the hon. 

of premium averaging about one per cent. After the payment member for North St. Pancras was open to the objection that it 
losses and expenses the profits have enabled them to pay back to ordered the committee to do without the order being given. More- 

each policy holder an average of about seventy-five per cent. of the Ver, if the instruction were carried it would be a presumption that 


bay premium paid for the policy, so that the actual cost of insurance. __ this particular method of dealing with the question was approved by , 


n only one-quarter of one per cent. or less % :; the majority of the House. He was not saying for a moment that in 
have in the cad À. À saber of een year to the es it might not be desirable to take some step in these matters 
ee ds ranging from $50,000 to $900,000 each, thus making the in the interests of localities; but there were many different forms in 
thelr eyo an assessment so remote as to hardly be a factor in which the interests of a locality might be protected—for instance, 
to calculations, In order, however, that they may be in position by a fixed rent or by the insertion of a clause enabling the locality 
y their losses even under unprecedented and unexpected disaster, ~ after a certain time to acquire the undertaking. But it was to his 
they nn Claims of competitors “that they have no capital,” mind extremely doubtful whether it was desirable that the commu- 
ve a" contingent, or assessment liability,” which is limited to nity should raise a revenue out of these undertakings. On the con- 

* Presen | work their undertaking at as cheap a charge.as possible e publi 
Barton, a ard of Directors, 20th January, 1891, by S.E. He strongly mena Sor the hou. member for North St. Pancras to 

withdraw his motion. | 


Several fires have occurred in electric stations, but nearly all have 
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After further discussion, 
The motion was by leave withdrawn. 


THE PATENT OFFICE. 
Tn answer to Mr. Leng, | 
Sir M. Hickxs-Bracu said: The abridgment of specifications in the 
Patent Office is a work which was only commenced within a com- 
paratively recent period, but it is being now pushed forward as 
speedily ‘as possible, and I estimate that during the financial year 
ended March 31st, 16,000 specifications will have been abridged, and 
that pre the same rate of will be maintained 
until the arrears are overtaken. Abridgments of only three classes 
are out of print, and I am not aware of any large demand for a 
reprint of these. I may inform the house that the abridgments for 
the subjects of electricity, acids, alkalis, oxides, and salts, and 
benzine and carbon derivatives have been published up to 1876; and 
as regards the od between 1877 and 1883, the bulk of them have 
been made, and are now in course of printing. The subject matter 
index for 1856 to 1883 is out of print, but it has been widely dis- 
tributed. For the future its p will be taken by indexes to 
abridgment classes. 


ELECTRICAL STANDARDISING, TESTING, 
AND TRAINING INSTITUTION. 


THE new central establishment of this institution was 
pleasantly inaugurated on Monday last by a conversazione, to 
which some hundreds of visitors were welcomed by the 
founder, Mr. Robert Hammond, and Mrs. Hammond. The 


entertainment provided for the guests included vocal and in- | 


strumental music and an interesting display of electrical 
machinery, instruments and fittings. One of the most in- 
teresting exhibits was Mr. Langdon-Davies’s system of tele- 
graphy, and the numerous instruments designed by him for 
use in connection with it, included under the name of the 
agen gre Message forms were provided enabling visitors 

test this system of multiplex telegraphy. In another 
room a collection of G.P.O. te one apparatus was shown 
in operation. A third room was allotted to an exhibition of 
electrical appliances as used on Her Majesty’s ships, in- 
cluding Willis’s engine-room telegraph, Willis’s steerin 
telegraph, Spratt’s s and direction indicator, Grenville’s 
electric log, and other instruments lent by Messrs. Elliott 
Brothers. The General Electric Company contributed a 
good display of miscellaneous electric light fittings, signalling 
apparatus, and medical batteries. . 

n addition to these special objects of interest, the rooms 

of the institution are well equipped with every requirement, 
and from the basement upward contains many things worth 
inspection and study. L its title indicates, the object of 
the institution is three-fold. As a central establishment for 
testing and standardising electrical instruments, it aims at 
meeting the a of manufacturers and of engineers 
of central -supply stations who feel the want of uniformity 
amongst the instrument of different makers. Competent 
inspectors will also be sent out, when required, to conduct 
tests in any part of the country. At the central establish- 
ment there is a ar à set of standardising and testing in- 
struments to deal with the work referred to, and a competent 
staff to undertake any work of this nature. Clearly an 
institution carrying on operations of this kind affords an 
excellent foundation upon to build a training establish- 
ment for electrical engineers, This department of the in- 
stitution is practically a revival of the old Hammond 
College ; Mr. Hugh Erat Harrison, B.Sc., London, who was 
the principal of that college, fills the same position in the 
new training institution. It is intended by affiliation with 
the principal electric supply companies and with firms of 
manufacturing electrical engineers of good standing to 
afford the students the t advantage of being in con- 
stant touch with the practical business of the generation and 
distribution of electricity by visits to the works of the 
affiliated companies. 

It will be seen from the work which the Institution takes 
up, embracing as it does every branch of standardising, 
testing, and electrical science generally, as well as the training 
of electrical engineers, that any pupil entering the Institution 
will have unusual advantages of becoming thoroughly con- 
versant with all the branches of knowledge and practice that 
are necessary to enable him to obtain a good position with 
the various electricity supply companies that are in existence. 
The founders hope to be able to afford students opportunities 
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far beyond those offered in the ordinary college wor 
inasmuch as the Institution makes arrangements utider 
which, during the last portion of a student’s career, he may 
enter the affiliated works of one of the leading electricity ” 
supply stations, or of one of the manufacturin eects 
engineers, where he has a thorough opportunity of seeing in 
ractical work all the theory and the knowledge which he 
Lis obtained at the Institution. | 


REVIEWS. 


Dictionnaire d'Electricité et de Magnetisme. By Juunx 
LEFEVRE. Troisiéme Fasicule (pages 513 to 768). Paris: 
J. B. Bailliére et Fils, 19, Rue Hautefeuille. 


This volume commences with the conclusion of the section 
on “ Magnetometers,” and concludes with a portion of a 
section on “The Electric Telegraph.” Under the = | 
“Microphone,” we have descriptions of several forms 
complete telephones, though the latter subject is to be further 
treated under that heading. “Montage” is devoted to 
methods of joining up electric lamps, a somewhat 
title, in fact, there are indications as the work that 
matter which might better have been brought into previous 
sections, has been separated for no apparent reason, this is, 
however, perhaps unavoidable in a work of the character, 
“ Phonopore,” we observe, is stated to be “a system devised 
by Mr. Langdon Davies for simultaneous telegraphy and tele- 
phony, and which is composed of two insulated wires 
rolled together,” a description which does not convey the 
slightest notion of what the system is, in fact, it is. a most 
absurd statement. The section on “ Batteries” is pe 
one of the most satisfactory, being very full yet concise. 


illustrations in all cases are good and sufficient. 


Bibliotheca Polytechnica. Directory of Technical Literature. 
Edited by Fritz von SzczEPANSKI. London : song 
ati Marston, Searle and Rivington, Fetter Lane, 

treet. 
This book is a classified catalogue of all books, annuals, 

and journals omg in England, America, France, 
Germany. Although the book has something to recom- 
mend it, there is much which calls for comment. Being 
originally published in German the headings are alphabeti- 
cally arranged in that language, the consequence being that 
it is a directory in which the English headings rea 
arraiigement at all, and it becomes almost a — to 
find any particular subject required. Many well-known books, 
we notice, are ag ren y their absence... Altogether, 
as an English work, the book is of no great importance. 


Journal of the Institution of Electrical Engineers. 
London: E. & F. N. Spon, 125, Strand. 
The principal contents of this number are as follows :— 
“Notes on the Chemistry of Secondary Cells,” by Prof. W. 
E. Ayrton, C. G. Lamb, and E. W. Lamb ; discussions on 


No. 9%. 


the above paper, and on that by the same authors “ On the 
Efficiency of Secondary Cells,” read at the Edinburgh 
meeting. | 


A Pocket-Book of Electrical Rules and Tables. By J. MUNB0 
and A. JAMIESON. Seventh Edition, revised and enlarged. 
London : Charles Griffin & Co., 12, Exeter Street, Strand. 
This last edition of this excellent pocket-book contains 

many additions, including an article on telephony, by 

J. D. Miller, of the National Telephone Company, Lune 

and full Board of Trade regulations for electric lighting 

supply for towns. 


Thé Patentees Guide. By H. F. Boucuton. London: 
Simpkin, Marshall, Hamilton, Kent & Co., 
4, Stationers’ Hall Court. raide 
This book is undoubtedly a very full and com | 
and as such may be strongly recommended. he, ant 
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ver, a peculiar style of his own, which breaks out 
a or then ita absurd rhapsodical utterances which are 
utterly out of place in a book of the kind. 


Anleitung zum Bau elektrischer Haustelegraphen Telephon 
und Blitzableiter Anlagen.  Herausgegeben von der 
ACTIENGESELLSCHAFT Mix & GENEST. Berlin: Hor. 
Verlagsbuchhandlung, Gebr. Radetski. 


The call for a second edition of this book within two 
months is a good proof of its value. The work is un- 
doubtedly a good one, being ag descriptive in detail and 
very well illustrated. Every description of electric bell 
fittings are fully described ; light line construction, batteries 
telephones, testing, &c., are also exceedingly well dealt with. 
Altogether the book creates a most favourable impression. 


THE ELMORE COMPANIES. 


SevERAL correspondents having written to the Financial 
News enquiring the cause of the sudden drop in the Elmore 
shares, the editor thought it desirable to ascertain the facts 
of the case, and set them forth ‘in a leading article in its 
issue of Wednesday. It appears that rumours were in circu- 
lation to the effect that “insiders” were selling, which (with 
an important exception) is not the case. The Financial News, 
however, thought the occasion a suitable one for saying a few 
words in regard to the present position of the companies on 
the authority of those who are acquainted with the whole of 
the facts. With such an origin, it may be anticipated that 
the information conveyed is of a very indefinite character, 
and most of it has already been criticised in our columns. 
The facts are few, and not re-assuring. The good prospects 
are dependent on the correctness of “ claims,” the materiali- 
sation of “if’s,” and the importance to be attached to the 
professions of confidence of “the Elmore people.” We regret 
to learn that “the gentlemen—members of the Elmore 
family—who for some time were in charge of the under- 
taking, were possibly lacking in rience, and may have 
spent somewhat too much time in laboratory experiments ; 
but” it is oe “4 know rar) a new and practical 
manager recent n appoin and is giving close 
attention to the details” 

It is to be presumed that the lack of experience is retro- 
spective, and, as we showed in an early article, the prosperous 
fi of the prospectuses were on the estimates of the 

ore family. a result of its enquiries the Financial 
News says :—‘“ We are not concerned to recommend anyone 
to buy : we certainly would not take the responsibility of ad- 
vising holders to sell.” We are only concerned that the 
public should not be misled, and we take the responsibility 
of saying that there are some misleading features in their 
article, For example : “The wireworks, when completed, 
will produce about 100 tons of wire a week, and orders have 
already been secured for a year in advance from a Birming- 
ham syndicate.” 

The information at our disposal hitherto has been that the 
output for 1891 was contracted for by an important group 
of wire drawers. Is the “ year in advance ” the same as the 

output for 1891,” and the “ Birmingham syndicate” the 
same as the “important group?” If so, the “ when com- 
pleted” has an important bearing on the value of the infor- 
mation. Again, “a word as to the merits of the process 
itself. Although this has been somewhat severely handled 
fe certain quarters, it cannot be gainsaid that orders are 
ge dead the works at Leeds much faster than they can 


If orders are flowing in and are being executed at profitable 


rates, we think it is much to be regretted that the Elmore . 


Company has permitted the fact to be so little known. 
thet r technical contemporaries and ourselves have stated 
the material is not yet on the market. We have not 
pie corrected, and it seems to us the Financial News 
sm 9 by implication corroboration of the statement, when 
te me ‘-—“ It is, we understand, the intention of the directors 
ortly submit samples of their tubing to the Board of 

Wo Admiralty, an Lloyd’s, for testing p à 
€ fear that the Financial News article will not allay the 


anxiety of those who are financially interested, and it would 
be much better if “f those who are acquainted with the whole 
of the facts” would convey some definite information of 
actual commercial work done than harp upon the old string 
of prospective sales of patent rights. . | | 


NOTES. 


Electric Lighting at Bath.—Prof. Forbes, who was 
engaged by the Bath Council to make a minute investi- 
gation of the system of electric lighting in that city, 
went over the whole of the electrical area in company 
with several members of the council, the city surveyor, 
and Mr. Olsson, Mr. Massingham’s chief engineer. The 
Professor also inspected the works, tested the underground 
mains, and examined the whole of the machinery in Dor- 
chester Street. He will make a detailed report which is 
awaited with considerable interest. In order to provide for 
the increase in private lighting with electricity, Mr. Massing- 
ham is having a considerable addition made to the plant.at 
the works. Two new boilers of 150 horse-power each, and 
two more engines of similar capacity are being tested. These 
are to drive two additional Mordey- Victoria alternators which 
will = sufficient electricity. to supply 4,000 more 
incandescent lamps. 


The Exeter Town Council and the Electric Lighting 
Company.—At a meeting of the Exeter Town Council last 
week it was announced that proposals had been made and 
considered by individual mémbees of the council, and others 
interested in the matter, with a view of seeing if any arrange- 
ment could be come to in the matter of the difference 
between the electric lighting company and the council. It 
was then pro :—*“ That the letter of the solicitor to the 
electric lighting company, sent to the council on the 9th 
December last, be referred to the Parliamentary Committee 
for consideration and report, with power to confer with the 
directors of the electric lighting company generally.” The 
seconder of the resolution observed that if there was any 
modus vivendi by which they could come to an amicable 
arrangement he hoped it would be adopted. The resolution 
was then agreed to. 


A Tender accepted for Dublin.—After many adjourn- 
ments on the subject of electric lighting, a decision was 
arrived at last week. Three tenders were before the com- 
mittee—the Electrical Engineering Company, £29,338, the 
Irish House-to-House Company, £27,000, and J. E. H. 
Gordon & Co., £38,500. A letter was read from the secre- 
tary of the Electrical Engineering Company to the effect that 
that company had now entered into an agreement with the 
Irish House-to-House Company that they should jointly 

out the work Mt fn gs at the price stated in the 
tender of the Electrical Engineering Company. After some 
discussion the tender of the House-to-House Couper was 
withdrawn. A division was taken on the tender of Messrs. 
Gordon & Co., and 10 voted for and 24 against it. Ona 
further vote it was decided by a majority of 15 to recommend 
the council to accept the tender of the Electrical Engineer- 
ing Company. | 


- 


Electric Light in Bristol.—The application of the rate- 
yers of Stokes Croft, North Street and Broadmead to be 
included in the area of installation, has been backed up by a 


long list of tradesmen, who have expressed their ip co — 
ighting 


to take the electric light as soon as the Electric L 
Committee are in a position to supply it; and though the 
committee cannot see their way to depart from the aréa 
agreed upon for the first installation, they will recommend an 
extension in the direction of Stokes Croft at the earliest 
opportunity, so that in all probability the electric light will 
be seen in that district within six months of its appearance 
in the centre of the city. 
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&. Electric Light in Sunderland.—At a special meeting 
of the Sunderland Council held on Monday last, it was 
resolved to apply to the Board of Trade for a provisional 
order under the Lots of 1882 and 1888, for the supplying of 
electricity within the borough. 


Electric Lighting of Birmingham Town Hall.— 
The Lighting Committee of the Birmingham Town Council 
has recommended that while the use of gas in the Town Hall 
should be retained, provision should be made for a proper 
installation of the electric light. The cost is estimated at 
£1,200. 


The Institution of Electrical Engineers,—The annual 
general meeting of the students of the Institution was held 
on Friday last at the offices of the Institution, when the fol- 
lowing gentlemen were elected to serve on the committee : 
Messrs. F. A. Jones, J. H. Garret, P. Matthews, — Locke, 
H. B. Little, H. C. Haycroft, and A. G. Seaman, Hon. Sec. 


The Electric Light in Theatres.—An Exchange Com- 
pany’s- telegram from Paris, says :—At Lyons last night 
(Tuesday) panics were caused by the overheating of the elec- 
tric apparatus in the Grand Théâtre and the Théâtres des 
Celestini simultaneously. Happily the actors remained on 
the stage, and the spectators returned to their places. 


Glasgow and Electric Lighting.—At the last meeting 
of the Glasgow Town Council it was mentioned that the 
Watching and Lighting Committee had directed the 
Inspector of Lighting to make rye | as to the towns in 
which the electric light was used, and to report. He ex- 
plained that they were not desirous of doing anything which 
would interfere with the interests of the Gas Committee. 
All that was wanted was to learn what was being done else- 
where as to the lighting of streets with electricity, par- 
ticularly in England. If it were found that the streets could 
be more een | lighted by electricity than by gas, the Gas 
Committee would not stand in the way. The committee 
would be glad to get all the information they could. 


More Newspaper Science.—It ill becomes a journal 
rejoicing in the name of the Daily Telegraph to make merry, 
or attempt to make merry, at the expense of electrical 
science. In Tuesday’s issue we read that “ Electricity as a 
‘mothers’ help’ is the Jatest invention from across the 
Atlantic,” and a whole column is devoted in a leading article 
to much banter, suggested by a so-called invention by a Mrs, 
Mary Lovell, which consists in lighting the kitchen fire by 

ressing a button in her bed-room. Of course, the article 
in the Telegraph is not to be taken aw serieux, 
but it is just as well when one makes a joke 
to guard against betraying crass ignorance of the 
subject with which one deals. To interpose a piece of 
platinum wire in a circuit in order to induce heat and con- 
sequent flame is one of the most elementary experiments in 
electricity, and one which we have probably all made when 
we were boys, it is, therefore, somewhat amusing to hear our 
contemporary describing it as the “latest invention from 
across the Atlantic.” But in dealing with the merits and 
demerits of the “mother’s help” still further amusing want 
of knowledge is developed. The invention is put forward as 
dispensing with the aid of servants, yet the “ domestic down 
below” is represented as “completing the circuit” in 
blissful ignorance of the function of the button in the room 
above. We can imagine the “bachelor in chambers ” or the 
lady “devoid of a servant,” getting up first to clean out the 
grate and lay the fire, and then going back to the bedroom 
to light it by pressing the button, but what strikes. us as 
being most extraordinary is that the Daily Telegraph should 
devote a leading article to the publication of such twaddle. 
The editor must have been very short of matter to pay such 
A poor compliment to his readers. | : 


| 


Electric Lighting at the General Post Office.—With 
reference to our article in our issue of: January 30th, we 
omitted to mention that a large portion of the leads 


manufactured and supplied by Messrs. Walter T. Glover and 


Co., of Manchester. 


The Royal Society.—Last night the followi | 
was down for reading by Lord Rayleigh, Sec. RS ci 
the Sensitiveness of the Bridge Method in its Application to 
Periodic Currents.” : 


Electrical Welding of Shells.—Experiments and tests 
which have for 18 months been in process in the line of 
shell welding by the United States Government, have resulted 
in something of a practical nature. The Government has 
entered into an arrangement with the Thomson Electric 
Welding Company, of Lynn, Mass., to furnish a: 
quantity of their supplies. It is the intention of thejweld- 
ing company to form a = company for the sole object 
of making these shells, ‘They will at once erect a factory, 


“New Era ” Pendulum -Movement.—The International 
Electric Company have succeeded in —_—, what must 
be considered the perfection of a pendulum movement for 
electric bell indicators. It is simple, the framework con- 
sisting of only one piece of stamped metal, the two sides pro- 
viding at their extremities bearers for the knife-edge of the 
pendulum. Within the sides is fixed in the usual way the 
electro-magnet completing the apparatus. Consisting of these 
two parts only, namely, electro-magnet and pendulum, no 
adjustment is required, the parts cannot get out of order, and 
the combination forms a thoroughly reliable pendulum move- 
ment which can be produced at a very moderate cost. — 


Laxton’s Builder's Price Book, 1891,—The prices 
given in the new edition of this old-established price book 
appears to be very nearly the same as last year. This would 
appear to indicate that prices for electrical machinery and 
work has settled down into something like a settled average. 
The information given is practical and generally correct, with 
the exception, one of the following : “ Already the cost: 
of the incandescent lamps promises to be much reduced in 
consequence of the decision against the Edison-Swan Com- 
pany as to its patents, other manufacturers having entered 
the field.” This is a promise still unperformed, unfortu- 
nately. | 


Telegraph Battalion Royal Engineers.—The non- 
commissioned officers of the 2nd division of this battalion 
held their annual dinner at the Guildhall Tavern on the 13th 
instant. 


The Printer’s Devil Again !—A correspondent wants 
to know whether Electricity is not edited by Mrs. Rams- 
bottom, and he points to the following items in the last 
number of that journal in support of his theory. In speak- 
ing of the London and Paris telephone, the editor says, “the 
cold whether and consequent thaw have somewhat re 
the laying,” &c. “The immersion of the submarine 
will only be a question of hours, and the soldering of the 
submarine and subterraneous sections will occupy an ay 
short time.” Further, in referring to the telephone at 1am: 
worth, the meeting of the Warterworks Committee 8 
heralded. In an obituary notice of poor Reynier, he 8 
credited with electro-plating arc lamp cartoons ; and m # 
description of the wares of the General Electric Company readers 
are led to believe that, in addition to Leclanché elements, the 
company also supplies chromic acid coils. Several 
mistakes are pointed out, but our correspondent must rest 
content with the list given above. | ' 


City and South London Railway Bill. —Lord Cal- 
thorpe has petitioned Parliament to be heard against this 
Bill when it comes before a Committee of the House of Com* 
mons a few weeks hence. . | 
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The Electro-Harmonic ! Society, — At next Friday’s 
Concert the vocal element will be strong, and a novelty in 
instramental music will be the clarionet solos of Miss 
Frances Thomas, of whose playing we have heard most 
favourable opinions. Particulars of the programme can be 
seen on page 12 of our supplement. 


The Electro-Deposition of Copper.—Mr. Falero, in 
his letter which we publish to-day, com the production 
of the Hamburg copper refinery with others ; and here, 
again, we have proof pogitive of the accuracy of our com- 
ments on the aoe process, and the absurdity of the 
figures given by Mr. Stepney Rawson and several other so- 
called experts. The time is fast approaching when the value 
of the reports made by these gentlemen will be appreciated 
at their proper worth, and it will then be interesting to learn 
what method of reasoning they will adopt to explain away 
their miscalculations. 


Fire at the New York Post Office—A fire broke out 


last Saturday in the basement of the chief New York post 
office. The staff were busily engaged in sorting the mails from . 


the Celtic, when the electric lights suddenly went out, leaving 
the whole of the rooms and offices in complete darkness. 
The fire was promptly subdued and no letters were injured, 
although thousands will be delayed. A considerable number 
of bags of newspapers were, however, burned, and another 
portion of the newspaper mails was damaged by water. The 
cause of the fire is believed to be a defect in the electric 


apparatus. 


Legal.—Lovering v. the City of London and 
Southwark Subway Company.—lIn this action_ plaintiff 
sought to recover £3,083 11s. 5d., being the amount of an 


_ award (with costs and interest) given by Mr. Roland 


Vaughan Williams—now Mr. Justice Vaughan Williams— 
in March, 1890, for compensation to the plaintiff under the 
Lands Clauses Consolidation Act, for damage sustained by 
her in respect of some houses in King William Street b 

reason of the execution of the defendants’ undertaking. It 
was admitted by the plaintiff that the premises had been 


. sub-let at a rack-rent for the full term—less in one case 
_ three days, and in the other case fourteen days—and defen- 


dants’ counsel contended that the description ‘of the plaintiff 
as “in possession”. was, therefore, absolutely erroneous. 
The learned Judge held that this objection was fatal, and 
gave judgment for defendants, with costs. 


- Change of Address;—Messrs. Montague J. Scott & Co., 


electrical engineers and contractors, have removed from 100, 
Jermyn Street, to 134, Regent Street. 


Private Bill Legislation.—Among other private Bills 
which the Examiners on Standing fia had nL se them at 
their sitting on Monday last was that providing for the ex- 
tension of the Electric Railway at À anis Several peti- 
ye have been lodged against it, amongst them being those 
L the Metropolitan Railway Company, the Dean and 

À of St. Paul’s, and the Governor and Bank of 


Electric Traction in Guernsey.—A financial contem- 


porary says :—“ An important step is about to be taken b 
Railway Company, imited, who have decided 
su : tute electric tramcars for the present steam cars on 
ne ne, which is nearly three miles long. The rail Way 
a tr pt by the Guernsey Steam Tramway Company 
wa dhe a worked by them until 1888, when the service 
oan — owing to the severe competition of the 
dt chp he present company acquired the tramway 
and have since been seeking a cheaper 
a of traction, which they believe to have found in a 
system of electric traction. The Local Government 
wires, ” Siven permission for the erection of overhead 


. ARemarkable Telegraph Line Constructor.—Canadian 
mail news reports the death, at Quebec, of Mr. Lemieuse, 
construction | Stades of the Great North-Western Tele- 
graph Company, who was remarkable for size and 
strength. He would place a 40-foot telegraph pole on his 
shoulder, walk with it some distance, and plant. it in position 
with perfect ease, a feat not always successfully accomplished 
by eight ordinary men. He was only 34 years of age. The 
wonder is not so much that this telegraphic Hercules died at 
an early age, but that he should have lived to tell the tale 
after his first essay with a 40-foot pole, | 


Electrical Standards.—The new Electrical Department 
of the Board of Trade a to be quietly and unosten- 
tatiously getting into working order ; a | ex set of apparatus 
has been got together, and we may soon hope to hear that re- 
liable work is being done. The testing of the accuracy of volt 
and ampère meters is comparatively a simple operation, but the 
testing of insulated cables as regards their power of resisting 
high pressures is a more difficult matter, and probably con- 
siderable difference of opinion will exist as to the value of 
such tests.’ The advising committee is an influential one, 
but it seems to lack the practical element somewhat ; for in- 
stance, we have no one who has had the lengthened ex 
rience of testing insulated wire such as is gained in cable 
factories. The resolutions to be submitted to the committee 
“on the 20th, and which we printed last week, are clearly put, 
with the exception of No. 10, which is rather obscure, as the 
meaning of “time average ” is by no means evident. 


Supply Stations using Ferranti Plant.—The follow- 
ing is a list of some of the supply stations equipped with 
Ferranti plant :—Grosvenor Gallery Station, London.—This 
station was equipped with two alternators, and had as 
many as 35,000 lamps wired to the mains; the demand 
was such that the machines were frequently running 
for several hours at 50 per cent. more than their 
stated maximum output. Deptford Station is connected 
by four Ferranti concentric mains to various distri- 
buting stations which are now being completed in London. 
The capacity of the plant now erected at Deptford is .90,000 
lamps, and this capacity is eee increased by the building of 
two 200,000-light machines. Rochester has a small station 
with a capacity of 3,000 lamps, which will shortly be ex- 
tended ; Glasgow Station has two alternators with a capacity 
of 6,000 lamps; La Plata Station, Argentine, has three 
alternators with a capacity of 9,000 lamps; Rosario Station, 
Argentine, has two alternators with a capacity of 6,000 
lamps ; Barcelona Station, Spain, has two alternators with a 
capacity of 6,000 lamps ; Municipal Station, Paris, has three 
alternators with a capacity of 9,000 lamps ; Plaza de Toros, 
Paris, has one alternator with a capacity of 3,000 lamps ; 
Nancy has three alternators with a capacity of 9,000 lamps ; 
Havre has two alternators with a capacity of 12,000 lamps ; 
Melun has two alternators with a capacity of 6,000 lamps ; 
Troyes has two alternators with a capacity of 6,000 lamps ; 
Nimes has two alternators with a capacity of 6,000 lamps ; 
Dijon has one alternator with a capacity of 3,000 lamps ; 
Sens has one alternator with a capacity of 3,000 lamps ; 
St. Ceré has one alternator with a capacity of 600 lamps. It 
may be pointed out that, while such is the confidence in the 
Ferranti alternators that a few of the smaller stations are 
running with single machines, i.¢., without reserve plant, 
their extension is either in hand or in contemplation. 


The Law Relating to Overhead Wires.—We have 
been asked if a local board or vestry can legally prevent 
electric light wires crossing public streets. In the case of a 
company which is preparing to supply electricity under a 
provisional order or licence, the consent of the local autho- 
rity (in London the County Council) is absolutely necessary. 
Where, however, it is intended to supply electricity privately 
and without statutory powers, permission from the yess | to 

in 


_ erect lines is not D but they must be suspend 


strict accordance with the Board of Trade rules, and it may 
also be open at any time for a private inhabitant to indict 
the owners for nuisance 7 
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Mancliester Town Hall.—The lighting of this magnifi- 
cent building by electricity has been Le gran and the matter 
is under consideration, and a report will shortly be presented 
to the Town Council. In the scheme of electric lighting for 
a certain district in the City, the Town Hall did not come 
within the area ene. t is probable that the lighting 
of the building will be an independent one. 


The Fire at Cardiff.—The local press has been flooded 
with correspondence on the cause of the fire at Lord Bute’s 
ball. Many who were present and many who were not pre- 
sent accuüse the electric light of causing the mischief. 
The installers of the light, Messrs. J. B. Saunders, 
address the following to us :—“The fire was not caused 
by electricity. The machine was run for fully ten 
minutes after the fire was first discovered without showing 
the slightest sign of anything being. wrong with the 
circuit: Two most successful runs were made on. Monday 
and Tuesday, the latter being from 3.45 p.m. to 9.30 p.m. 
The light was all that could be desired, but for some reason, 
quite unknown to us, a large number of gas jets were turned 
on full prior to the banquet commencing. These were 
surrounded on all sides by paper festoons, evergreens, &c., 
and we have:not the slightest doubt that the fire was caused 
by: the gas, the heat being intense. Of course, it is very 
convenient to those who had the decoration of the hall in 
hand to make the electric light the scapegoat, but all practical 
men will at once understand the matter.” 

A daily contemporary says :—‘“It having been sug- 
gested that the fire at the Marquis of Bute’s recent mayoral 
banquet ~~ be due to gas, and not to the electric 
light, Mr. W. H. Massey, of Twyford, engineer in the 
Queen’s Household, was asked to report upon the matter. 
He finds that there was no gas-burner within 15 feet 
of the point where the fire broke out, and that the acci- 
dent was undoubtedly caused by electricity. One of the 
electric collar-holders became overheated by an arc at the 
inside terminals, and this set fire to the tissue paper decora- 
tions which er page| surrounded the fittings. The roof 
of the drill-hall in which the banquet was held has been 
slightly scorched in places, but the building itself has sus- 
tained no damage, although some valuable family paintings 
were destroyed.” As this is diametrically opposed to the 
statement made by the contractors for the light, Messrs. 
raser will probably be disposed to challenge this view of 
the matter. à | 


The Supply from Deptford.—The supply of electric 


current to a few customers in London was re-commenced bv 
the London Electric Supply Corporation on Monday last from 
the Deptford generating station. The current is now sup- 
plied at a pressure of 10,000 volts on the trunk mains from 

eptford to the Grosvenor sub-station in London, at which 
place it is transformed down and distributed by underground 
mains at a pressure of 100 volts. Previous to the re-com- 
mencement of supply the trunk mains and sub-station trans- 
formers at present in use were tested to 18,000 volts, and the 
working pressure of 10,000 volts was frequently applied for 
considerable periods of time previous hag commencement 
of supply. This is considerably higher than any pressure 
ever previously kept up. | 


A Puzzle,—Mr. Frank B. Lea writes to us as follows :— 
“ I recently came across an interesting little puzzle in elec- 
tric light work which may serve to exercise the brains of 
students, while presenting no great difficulty to the practical 
man. In the basement of a large house—lined with white 
glazed bricks and not too dry—is a pendant light with china 
ceiling rose, separate cut-out, and switch in the casing up the 
wall close at hand. If the lamp be removed from the lam 
holder some time previously to the observation, and then 
replaced, it at once glows with apparently full pressure (100 
volts), the switch all the time being ‘ off” This glow, how- 


ever, only lasts for a few seconds, gradually dying down to : 


nothing. When the switch is turned on with the lamp in 
ae, the glow is perfectly normal and continuous. 
roblem : Find the seat of E.M.F.” — | 


Overhead Wires.—Overhead wires are at present both an 
eyesore and a danger in the streets of London, and the 
public will commend the County Council for striy; to 
abolish them. Only telephone wires, however, can be in. 
terfered with, those of the telegraph being under the control 
of the Postmaster-General. By their Bill now before the 
House of Commons the council seek powers to construc 
subways in the leading thoroughfares and compel the 
telephone companies to hide their wires u | 
Mr. Blundell Maple thinks this is going too far ; and he 
suggests that both convenience and safety would be met if 
wires, when crossing a street, were so erected that even if 
they snapped assunder they could not reach passers-by, 


CITY NOTES. . 


Woodhouse and Rawson United, Limited, 

THE directors, in accordance with powers conferred upon them at the 
general meeting of the 9th of January last, invite applications for 
the balance of the share capital, namely—20,000 ordinary shares of 
£5 each, 10,000 preference shares of £5 each, and £100,000 54 per 
cent. 1891 debenture stock. The prices of issue will be, for the 
ordinary shares, 5s. per share premium, and for the preference shares 
and debenture stock, par. 

As stated by the chairman at the igeneral meeting of shareholden, 
the objects of the issue are to provide capital for the constantly 
increasing business of the company, and to carry out various addi- 
tional proposals, including a contract for the lighting of a portion of 
the city of Paris, and further to enable the directors to pay off the 
balance of the £75,000 deposited with the company, which they can 
now do on advantageous terms. 

Anyone reading the prospectus containing the above, and without 
previous knowledge of the company, will probably consider there 
from that the company must be one of the finest companies ever 
floated, especially seeing that 15 per cent. per annum has been paid 
on the ordinary shares for the last three half-years. It must, how- 
ever, be pointed out that this 15 per cent. was guaranteed by the 
vendors for three years, and a deposit of £75,000 was the security 
for it, and it must also be noted that whatever dividend is paid 
will have to be on an increased amount of capital. 

The net profit of the company has so far enabled the directors to 
declare this dividend without encroaching on the deposit, but it re- 
mains to be proved whether this profit was not achieved wholly, or 
in greater part, out of the profits of company promotion. 

We do not appreciate the evident desire of the directors to pay of 
the amount of the guarantee, especially as it is quite within the 
bounds of possibility that the company promotion, up to the present 
so seemingly prosperous, may yet terminate in disaster, and their 
business in this direction be thus ended. | 

Should this come about, where will be the 15 per cent. dividend? 


. The guarantee given up, and with only the profits of the electrical 


trading business to rely upon. Mr. F. L. Rawson tacitly admitted, 
when speaking after the dinner at the Guildhall Tavern, that the 
profits had been made out of promotion business, but that he ws 
looking to the trading part of the company’s operations for the profits 
of the future. It is well, certainly, that he should consider the 
future, for it is evident that the whole fabric at present exists on the 
basis of company promotion, and disaster to that part of its business, 
if it come before the other portion has been worked to a profit, would 
possibly bring ruin to the whole. 


India Rubber, Gutta-Percha and Telegraph Works 
Company, Limited. 


The twenty-seventh ordinary meeting was held at Cannon Street 
Hotel, in coe vor with the notice on the report published in om 
last issue. 

The CuareMan (Mr. Silver), in rising to move the adoption 2 
report and accounts, remarked that since the last meeting the oe 
had been well employed, and they had found ample requiremeay 
the whole of the capital. The report showed, in his grag HN 
satisfactory results, notwithstanding the keen competition pre d 
ing orders, and the advance in prices of the raw ‘ae had 
course, had affected the rate of profit During the year Wey Os 
manufactured in the submarine telegraph department up the ites 
two thousand miles of cable, and he would mention that d 
referred to under the head of stocks as cable on account staff on 
contracts was completed and successfully laid by the 
board the Silvertown, off the West Coast of South nillios. 

neral trade exceeded any previous year’s, being over half s both 
He was glad to say the prospects for 1891 were as eatin eel 
at Persan and Silvertown, as the previous year, and they 
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tracts in view. In asking for the adoption of the report, 
= ald recommend the proposed addition being made to the reserve 
- fund, for it supplied the sinews of war, which were necessary, or 
a considerable increase would be required in the capital of the yng re À 
the resalt of which would be an increase in the number of profit 
-ghares. The freehold, buildings and machinery had been maintained 
and were in the highest state of efficiency. In their operations at 
Silvertown they had evidence that capital and labour, when com- 
bined with judgment and well-directed energy, could be made to 
render a fair return to the investors and a just remuneration to the 


A SHAREHOLDER considered the existing reserve fund—£275,000— 
quite large enough without withdrawing £25,000 from the profits of 
last year. He proposed an amendment fora dividend of 15s. per share 
instead of only 10s., which would leave a balance of £14,600 to carry 
to the reserve fund. The Telegraph Constructiop was a very similar 
company to their own, and had paid 20 per cent. for years. Its 
shares now stood in the market at from £46 to £48 each. 

The Soricrtor to the company said that the amendment proposed 
was not in order, the reserve fund was entirely a matter for the 


directors. 

Mr. WesBer thought that the shareholders were treated in a 
scurrilous way, and did not get the dividend the company had fairly 
earned. The dividend might and should have been 20 instead of only 
10 per cent. The directors were adding £25,000 to a reserve which 
was already £275,000, while the directors of the Telegraph Mainten- 
ance Company thought £50,000 quite sufficient. This year he ought 
to receive £60 more in dividends than he was likely to get. The 
- directors took better care of themselves. He would propose that a 
bonus of 10 per cent. be paid. 

Mr. seconded, if in order. 

The Soxicrror to the company said the motion was not in order, 
and 

The CHAIRMAN, replying, said it was a question for the share- 
holders whether they preferred to have their capital increased. 

Mr. WEBBER interrupted. Last year the money had been wanted 
to pay for goods ; this year it was laid out in buildings. Would the 
directors enlighten the shareholders upon that point ? 

The CHAIRMAN said that £14,000 or £15,000 had been spent in 
buildings and absolutely necessary extensions. In reply to another 
question he said the money came out of the capital fund. He then 
put the motion for the adoption of the report, which was carried by 
eight to five. (Most of the shareholders present did not vote.) 

A SHAREHOLDER asked if the reserve fund was now large enough, 
and the Chairman replied that if the business went on increasing they 
would want more capital. 

The retiring directors and auditors were then re-elected. In 
seconding the re-appointment of the auditors, Mr. Cochrel com- 
plained of the extravagant fees paid to the directors. Their dividend 
was earned by a 7 of £900,000, of which £300,000 was reserve 
_ fund, so that though nominally 10 per cent., it was not more than 
6} upon the capital, which the shareholders had contributed. 
Nevertheless the directors took the extra 10 per cent. which they were 
entitled to after paying the shareholders 10 per cent., thus receiving 
about £780 each. This was an extra t remuneration, and he 
thought it would be wise for the directors to take the initiative in 
reducing it. If they did not he hoped the shareholders would take 


City and South London Railway Company. 


Tax report of directors to be presented to the shareholders at the 
thirteenth half-yearly ordinary meeting of the company, at Win- 
chester House, next Tuesday, states that the running of experimental 
trains suggested the necessity for a number of minor improvements 
in the tunnels and working appliances, the carrying out of which 
caused some delay; but on the 4th of November the completion of 
the line was graciously inaugurated by H.R.H. the Prince of Wales, 
accompanied by H.R.H. the Duke of Clarence. This ceremony was 
followed by several weeks’ private running of the trains, so that the 
staff might be fully instructed in their somewhat novel duties, and 
on the 18th December the railway was opened to the public. Since 

at date a service of trains, running at intervals of about five 
minytes, has been maintained, and although there have been a small 
number of occasional delays from the failure of engines and other 
causes, there is every reason to be satisfied with the use of electricity 
88 a motive power, and when the various improvements suggested by 
experience are all carried out, it is anticipated that the line will prove 
one of encaptional safety and comfort, and will be worked with 
economy and regularity. 

During the short time the railway has been working the average 
number of passengers carried has been about 15,000 per day, but as 
the weather improves, and the line is better known, this number will 
no doubt steadily increase. 


It has been found in working such a rapid service that the siding 
accommodation provided is insufficient, and arrangements are now 
in pfogress for the construction of additional sidings at the Stockwell 


minus, which will add greatly to the facilities for working the 


The Board of Trade have recommended the addition of a fourth 
gun and dynamo to the generating plant at Stockwell depôt, and 
à have accordingly been ordered, and it is intended also to add 
er additional trains and four additional locomotives to the rolling 
. As goon as these additions are complete, it will allow of a 
— oe accession to the number of trains run, and the opening 
Le line on Sundays, if thought desirable. 

Pb accounts for the ue half year have been made out in the 
rail previously adopted, but as the company is now ised as a 
way the accounts in future will be rendered in the form pre- 


scribed by the General Acts. As the line was only opened 
a few days before the close of the half-year, it has not been thought 
necessary to create a separate revenue account for that short period. 
With the view of developing the traffic on the line, a Bill has been 
deposited in Parliament to authorise the construction of a branch 
line from King William Street to the Bank, and thence under Moor- 
gate Street, Finsbury Pavement, and the City Road to the “ Angel,” 
at Islington. It is anticipated that this line, when made, will meng 
7 the existing railway a large additional traffic rg that peri 
the day when the trains are at present not well filled, in addition 
to being itself a remunerative undertaking, will add greatly to the 
value of the present railway, as affording access to the heart of the 
City traffic, and a much-needed direct communication between the 
northern and southern suburbs of London. . be 
The calls upon 26 shares having been long in arrear, a formal reso- 
lution will be pro confirming the forfeiture of the shares, and 
authorising their being dealt wiih. . | A 
The directors retiring by rotation are Mr. Walter Robinson and 
Mr. Sampson Hanbury, who are eligible for re-election. The auditors 
also retire, but offer themselves for re-election. 


Barance SHEer for half-year ending 31st December, 1890. 
8. d. 


To Share Capital:— - | 
Subscribed capital ... ane .… 600,000 0 0 | 
Amount received on shares issued... 599,838 0 0 
Debenture Account :— 
Amount created 175,000. 0 
Amount received on debentures 
issued ... 155,700 0 0 
Sundry Creditors 
(exclusive of liabilities on purchase 
of property not completed) ... 8,744 16 11 
Contractors’ retention fund account 31,354 10 0 
Amount advanced in respect of — 
Parliamentary Deposit 1887 
and 1890 Acts ... one … 17,001 18 0 
57,101 4 11 
Traffic receipts 18th to 31st Decem- 
' ber (11 working days) ... 1,568 3 9 
Traffic wor ex aia 1,042 6 0 
52517 9 
£813,165 2 8 
By Expenditure 
As per last account... . 606,628 1 4 
Expenditure during 
moet pari ... £75,203 18 3 
Issue of capital... 44,794 1 8 
119,997 19 11 ; 
| 726,626 1 3 
Administration Expenses : — 
Salaries, office rent, directors’ and 
auditors’ fees, law and sundry 
expenses ... ee wie 2,230 2 1 
Less transfer fees £517 6 
» Interest... 83 16 8 
—- 89 14 
2,140 7 11 
728,766 9 2 
Land and — : | 
As ‘ae sce 53,919 11 6 
Additions during half- 
Fe … £1,843 16 4 
posit on pro- , 
sold... 298 10 0 7 
re 1,545 6 4 
55,464 17 10 
Parliamentary deposit 1887 and 1890 Acts ... 17,001 18 0 
Sundry de die 7,166 1 
Cash on deposit at bankers and in hand 4,392 6 11 
£813,165 2 8 


C. G. Mort, Chairman. 
H. H. M. Smarru, Secretary. 
We have examined the above accounts, which in our opinion 
contain a full and true statement of the financial condition of the 


Company. 

onquaxp, Younes, WEISE, BISHOP, AND CLARKE, } 

GrorGE Krrson, 
London, 10th February, 1891. D 


TRAFFIC RECEIPTS. 


The Brazilian Submarine T Company, ted. The receipts for the 
week ending February , 1891, amounted to £5,538. 

The City and South London Railway Company. The traffic receipts for the 
week ended February 14th, amounted 

The Western and Brazilian Telegraph Company, Limited. receipts for 
week ending February 13th, 101, after déducting 17 per cent. of the 
receipts payable to the London Platino-Brazilian Company, were 
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SHARE LIST OF ELEOTRICAL COMPANIES. 2 4% 
me 
Stock of quotation, done 
tax Share. | | Œebruary 19. | 
| Highest. | Lowes 
250,0007| African Direct Telegrap h, Ltd., C 7 Regd. a to re 100 99 —102 99 —102 100 ose: 
1,381,380 Telegra Limited Stock 48 — 49xd| 474— 484 484 4 
2,809,3107 6 p.c. Stock 844— 854 845— 85kxd) 86 244 
2,809,310} Do. do.: Deferred ... Stock 12}— 123 12 — 12 12% | 19° 
130,000 Submarine Telegraph Limited - 10 11f— 12} 11$— 12} 12% … 
84,500! do. 5 p. c. nds 100 100 —103 100 —103 eee ae 
75,0002 De, owe 5 p.c., 2nd Series, repayable in 1 1906 .. 100 103 —107 103 —107 sk: ee 
63,416 | Brush Electric Engineering , Nos. 1 to 63,416 3 28— 28 28— 28 ie o 
63,416 Do. do. Non cum. Preference, "Nos. 1 to 63,416 2 1i— 2 1i— 2 1 1h. 
$7,216,000 | Commercial Cable, Capital Stock . : $100 104 —106 107 —109 1084 | 1061 
224,850 | Consolidated Telephone Construction and Maintenance, Limited .. 14/- — 13 — on — 
20,000 | Crompton & Co., Ltd, 7 p.c. Preference Shares, Nos. 1 to 20,000 tock — » — © a 
16,000 | Cuba Telegraph, Limited 10 104— 11 104— 11l4xd|_... ae 
6,000 Do. do. 10p. c. Preference 10 16 — 17 
6, c erence eee — 
60,710 | Direct t United States Cable, "Limited, 1877 20 | 104— 108 |. 104—108 | 103 | 
400,000 | Eastern Telegraph, reg Nos. 4 to 400,000 10 144— 143 144— 143 148 ut 
70,000 | Do. 6 p.c. Preferen 10 15 — 154 15 — 15} 15 | 
200,0007 Do. 5 p.c. Debs. (1879 issue), 0), repay. y. August, 1899 100 106 —109 107 —110 1084 | 1084, 
1,200,0002 Do. 4 p.c. Mortgage Debenture A Stock 106 —109 107 —110 109 108 
250,000 | Eastern Extension, Australasia and China ge — h, Limited 8 10 si 164 14$— 15} 154 15 
Do. 5p.c. (Aus. Gov. Sub.), reg. | 
1 #5 1049, 3,976 to 4,396 |} 100 102 —105 | 109-106 | 105 104 
325,200/| Do. do. Bearer Nos, 4, 100 102 —105 103 —106 105 
Eastern and South African Telegra p. c. Mo 
redeem. ann. wings, d Nos. 1 to 2,343 } 100 
198,2007 Do. do do. to bearer, Nos. 2,344 to 5,500 si 102 —105 103 —106 ove a) 
201,6007 Do. do. 4p.c. Mort. Debs. Nos. 1 to 2016, et. 1909 100 99 —101 99 —101 100 994 
45,000 | Electric Construction, Limited, Nos. 101 to 45,100 . - 10 5i— 64 6 — 64 ee ia 
19,900 |*Electricity Supply Co. of Spain, Nos. 101 to 20 000 .. 5 44— 5 5 és de: 
70,000 | Elmore’s Patent Copper Depositing, Limited. Nos. 1 to 70,000 ae 2 33— 4} 3 — 34 it 2 
67,385 | Elmore’s Wire Mfg., Ltd., Nos. 1 to 67,385, issued at 1 p.m., all pd. 2 14— 2 1 1? | ee ee 
000 | Fowler-Waring Cables, Nos. 301 to 20,300 only 5 21— 34 2 84 |. : 
180,227 | Globe Telegraph Trust, es À 10 9 — 9— 9 % 
180,042 Do. Co 6 p. c. Preference 14 
150,000 | Great Northern m 0 63— — 
230,000/ Do. iby 5 p. c. Debs. (esas of 1883) 100 105 —108 105—108 1 se 
9,3847| Greenwood and Batley, Ltd., Ordinary, Nos. 4667 to 14,000 10 104— 114 10$— 114 ove ae 
5,334 Do. 7 p.c. Cumulative Preference, Nos. 2 667 to 8,000 10 11 — 12 11 — 12 dak TES Cae, 
41,800 | India-Rubber, Gutta Percha and pe = 1008 — Limited me 10 19 — 20 19 — 20 198 194 
200,0007 Do. do. 4} Limited Cc eee 100 103 —105 103 —105 eee eee > 
17,000 | Indo-European 25 36 — 38 36 — 38 
11,334 | International Okonite, Ltd. Ordinary Nos 22 667 to 34,000 .. 10 93— 9 94— 92 Pa x 
11,334 Do. do. Preference Nos. 5,667 to 17, 000 10 98 
348 | London Platino-Brazilian Telegraph, Limited 10 64— 74 
100,0007 Do. do. 6p.c. Debentures .. 100 | 108:—111 108 —111 # 5 
43,900 |*Metropolitan Electric Sup poly, Ltd. , Nos, 6,101 to (es paid) 10 7i— 73— 
438,984 | National Telephone, Limi 1. to 438,984 5 46— 4 4ÿ— 4 4 
15,000 Do. p. c. 1st Preference... 10 124— 13 124— 13 
15,000 Do. Ay c. Cum. 2nd Preference (£8 only pit 10 10 — 104 10j— 103. ie 
220,000 | Oriental Telephone, Ltd., Nos. 80,001 to 300,000 (11s. only paid 1 a 7 $s ‘i 
South of Ingle England Telephone, Limited, Ordinary Nos. 1 to 2,000, 
u one, ary Nos. 
200,780 { 2,501 to 3,500, 09,261 to 300,000 
20,000 Do. 6 p. c. Cum. Pref., (£34 only paid) 5 22— 3} 
3,381 | Submarine Cables Trust Cert. 112 —115 115 —120 a eae 
78,949 | Swan United Electric Light, Limited .. (£34 only paid) 5 5 7 5 4g 44. 
37,350 | Telegraph Construction and Maintenance, Limited . 12 47 — 49 46 — 48 . 484 47% 
150,000! Do. do. do. 5 p. c. Bonds, red. 1894 100 102 —105 102 —105 1034 | 102}. 
000 | United River Plate Telephone, 5 — — 4 
146,128/ Do. p. c. Debenture Stock . Stock 90 95 90 95 eee eee 
3,200/ Do. c. Debs., Nos. 1 to 1,000 100 eee eee eee eee 
15,609 | West African Telegrap, Lin Limited, 7,501 to 23,109  … 10 8 — 9 8 — 9 de > oe 
290,9007 Do. do. 5p.c. Debentures ae 100 99—102 100 —103 eve ow 
30,000 | West Coast of America Telegraph, Limited ... jé 10 2— 4 2— 4 sd oe 
150,0007 Do. do. do.  8p.c. Debs., repayable 1902 a 100 95 —100 94 — 99 96 
64,174 | Western and Brazilian Telegraph, Limi Limited és 15 12}— 123 123— 123 | 12% 
27,873 Do. do. 5 p. c. Cum. Preferred 7 74 7 7 | 
27,873 Do. do. do. 5 p. c. Deferred 6 5}— of 
200,000! Do. vs do. 6p.c. Debentures “ A" 1910 ... 100 103 —106 103 —106 1 ee 
250,0007 Do. 6 p. c. Mort. Debs., series “ B ” of ’80, red. Feb., 1910 100 103 —106 103 —106 105 104 
88,321 | West India and raph, Limited .. 10 3— 3 3 
563 Do. do. 6 p.c. 1st Preference... 10 11}— 11 113— 1 11g | iy 
4,669 Do. do. +. c. 2nd Preference... 10 11 — 12 11 — 12 ooo on 
$1,336,000 Western Union of U.S. Tel., p. c. 1st Beas Bonds | $1,000 120 —125 120 —125 
175,100! Do. do. À c. Sterlin 100 99 —103 99 —103 ie tose: 
42,853 Electric Supply Ord., Nos. 101 to } 3 33 4} 4} 4 


* Subject to Founders’ Shares. 


Blackpool Electric Tramway Com 


£1 paid 


LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. 


28—24.—Preference, 4§—4§. 


y; Limited, £10 (£64 paid), 74—78 —Elmore 
Patent Copper Depositing shares of £2 Song at 10s. premium, £1 10s. paid, in 


£5, 53-—-63.—W 


per Deposi 


ding premium), 14—2}. to House 


Bank Ratz or Discount.—3 per cent. (29th January, 1891). 


43—5}.—London Electric Light (£5 paid), Manchester Edison and Swan 
11s.—13s.—St. James’s and Mall Pheetri oodhouse & Rawson Ordinary 


Priorities, 7—7}.—Elmore’s French 


of £5 (£2 £9 10e. pa paid), 


| 
| 
| 
| 
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“ELECTRICAL REVIEW. 1 


DETERMINATION OF THE SHIFTING OF 
| PHASE BETWEEN TWO ALTERNATING 
-QURRENTS OF THE SAME PERIOD.* 


By CHAS. STEINMETZ. 


Tux simplest way to determine the angle of difference of 
existing between two alternating currents of the same 

period, is to send one current through the movable and the 
other current through the fixed coil of an electro-dynamo- 
meter. Then the reading of this electro-dynamometer, divided 
by the product of the strength of both currents, gives the 
cosine of the angle of difference of phase between both 
currents. 

Let the shifting of phase = angle w. 

» » strength of the respective currents = c’ and c’. 

Then the reading of the electro-dynamometer, when one 
current flows throngh the fixed, and the other through the 
movable coil, is : ; 

K = €’ c” cos w, as is well known. 

Therefore, Cos w = - Te 

This value can be postive when angle w is less than 90°, or 
less than } of a period ; or negative, when angle w is larger 
than 90°, or greater than } of a period. 

Such a determination will most conveniently be carried 
out by the use of three electro-dynamometer-ammeters. 

Let the constants of these instruments = K,?, K,?, K,?. 

The current, c’, is sent through the fixed coil of ammeter 
No. 1 and through ammeter No. 2; the current, c’, being 
sent through the movable coil of ammeter No. 1 and through 
ammeter No. 3. | 

Then the deflections of the ammeters are observed = 
Pis Pos $3: 

The current, c’, is determined by ammeter No. 2 to be : 

the current, c’, by ammeter No. 3 ; 
= Ky? gs. 

Ammeter No. 1 reads the value of the resulting force of 
both currents, which is either positive, for angle w < 90°, 
or negative, for w > 90°. 


CC COS w = K,? ; 


and therefrom, cos w = CAE, 
Kp Kz; V 92 93 

A number of applications of this method suggest them- 
selves; for instance, for determining the difference of 
current-phase as compared with the E.M.F. Then the 
voltmeter or shunt current is sent through the fine wire 
coil of the electro-dynamometer wattmeter, this being used 
as a part of the additional voltmeter resistance, and the 
main current sent through the ammeter and the coarse coil of 
the wattmeter. Then the watts, read by the wattmeter, 
divided by the product of the ampéres by the volts—the 
Voltmeter -being supposed to have no appreciable self- 
induction—gives again the cosine of shifting of phase. 

For instance we may have the following readings : 


508 watts ; 36°8 ampéres ; 53°6 volts. 
Therefore, cos w = 508 

36°8 x 53°6 

In the same way, by the use of shunt currents and electro- 


dynamometer voltmeters, the difference of phase between the 
-M.F,’s may be measured. 


= ‘258 ; angle w = 75°. 


THE FRENCH TELEPHONES. 


THE French telephones are at the present moment engagin 

the su of the attention of the Minister of Commerce, : 
bu osts and Telegraphs Budget for 1892 is in preparation. 
7 generally understood. that it is impossible to continue 
ad ga as the Administration has become a veritable 
which is obliged to foresee its expenses 
ripe de months in advance, The Chamber of Deputies, 
sd ing the Budget for 1891, understood this. In view of 


* New York Electrical Engineer, 


opposition and the complaints which have been so universal, 
general activity is observable,and many new lines are projected, 
among some of them being the following :—A line between Paris 


and Nantes will be shortly established, therate being fixed at 2 


francs for three minutes’ conversation. The Paris-Bordeaux 
line is still under consideration, and is expected to be finished 


| iy the end of the year. The interurban line, Cette, Nimes, 
0 


ntpellier, Narbonne, and Béziers is not nearly finished. 


In this vine-growing district, where the merchants should 


have the greatest interest in being able to correspond tele- 


ranean the municipal councils show a certain amount of . 


isinclination to aid the State in the realisation of its pro- 
jects. The towns interested which advance to the Govern- 
ment the expenses of the establishment of the lines are repaid 


‘at the end of a year out of the product of the subscriptions 
and communications. The creation of an annexe line to the 


telephone line from Paris to Neuilly-sur-Seine and to Issy 
(Seine) has also been decided upon on the proposal of the 
Director-General of Posts and Telegraphs. The Issy line 
will also include the commune of Vanves. The amount of 
the principal subscription has been fixed at 200 francs for 
Neuilly and 150 francs for Issy and Vanves. It has like- 
wise been decided that the Charenton line, which was 
originally limited to the perimeter of that commune, shall 
include the communes of Saint Maurice, Alfortville, and 
Maisons Alfort, and that the amount of the principal sub- 


scription to the line shall be 200 francs. The Minister of 


Commerce has besides approved the establishment of tele- 
phonic communication between Troyes aud Paris, and the 
installation of a telephone line to Roanne (Loire), the annual 
subscription to which has been fixed at 200 francs. Rouen is 
at present the head of the line of several interurban telephone 
lines, among them being Rouen-le-Havre, Rouen-Elbeuf, and 
Louviers-Rouen-Dieppe. Hitherto the public has been 
allowed to correspond by each of these circuits, without its 
being possible to exchange conversation beyond Rouen, which 
was regarded as the extreme point of each of them. The 
Director-General of Posts and Telegraphs thought it would 
be useful if these different places, situated in the same dis- 
trict, and which had a large number of interests in common, 
were placed in direct relation by the telephone with each 
other and with Paris. Accordingly he has decided to fix 
the rates for telephonic conversations over these lines as 
follows :— 

1. One franc between Havre and Dr by the inter- 
mediary of the Havre-Rouen and Rouen-Dieppe circuits. 2, 
One franc between Havre and Elbeuf by the intermediary of 
the Havre-Rouen and Rouen-Elbeuf circuits. 3. One franc 
between Havre and Louviers by the intermediary of the 
Havre-Rouen and Rouen-Elbeuf-Louviers circuits. . 4. Fifty 
centimes between Dieppe and Elbeuf by the intermediary of 
the Dieppe-Rouen’and Rouen-Elbeuf circuits. 5. One franc 
between Dieppe and Louviers by the intermediary of the 
Dieppe-Rouen and Rouen-Elbeuf-Louviers circuits. 6. One 
franc between Elbeuf and Paris by the intermediary of the 
Elbeuf-Rouen and Rouen-Paris circuits. 7. One franc 
between Louviers and Paris by the intermediary of the 
Louviers-Elbeuf-Rouen and Paris circuits. 

In conclusion, we may state that, though the inter- 
national rate on the Paris-London telephone has been fixed at 
10 francs for three minutes’ conversation, it is feared the 
single line will be found insufficient, despite the high rate. 
It has also been decided not to grant any privileges either to 
private persons or the Press. 


PROCEEDINGS OF SOCIETIES. 


Institution of Electrical Engineers, February 12th, 1891. 


AT an ordinary general meeting on February 12th, a discussion on 
Major-General Webber’s paper, “The Distribution of Electricity, 
with Especial Reference to the Chelsea System,” was held. 

Mr. read a communication from Prof. 8. P. Toompson. The 
effect of the resistance of the primary circuit on the potential 
difference at the terminals of the ‘secondary was to virtually increase 
the resistance of the secondary, and if equal weights of copper be 
used in the two circuits the latter resistance is virtually doubled. 
Hence constant pus at the terminals of the secondary can be 
obtained by supplying the primary from a suitable over-compounded 
dynamo. The mutual induction between the two windings, reduced 
sparking to a minimum. : He enquired whether these theoretical 
results were confirmed in practice. | 
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Prof. Forsrs: In the data given of the Wolverhampton machine 
it stated that the efficiency was 92 per cent. at a load of 40,000 watts. 
It was not quite clear what was meant by this efficiency, whether it 
referred to the complete machine or only to the dynamo part of it. 
Prof. 8. P. Thompson had said the E.M.FPs. should be in the ratio of 
the windings, but this did not seem to hold in this machine for the 
turns were as 200 to 80 whereas the E.M.F's. were as 5 to 1. On these 
points he asked for explanations. General Webber had stated that it was . 
not necessary to comply with two of the rules he (Prof. Forbes) had 
laid down in his Cantor lectures of 1885. The first of these, viz., that 
each distributing box should be nearer the station than any lamp fed 
from it, was still debatable for it is chiefly a question of copper, and 
where the distribution is purely at low pressure, the rule is still an 
important one. ‘ In high pressure systems, however, it is not essential, 
although as a general rule the principle is a right one. The second 
rule, that small groups of lamps‘ should be fed by separate wires, he 
agreed was not necessary. On the question of frosted bulbs he 
entirely disagreed with General Webber’s statements, for they we 
essential to artistic lighting. In no case was it desirable that the 
naked filament should be seen by the eye. Further, he considered 
that a room illuminated by frosted lamps appeared lighter than one 
fitted with clear ones, for the illumination is mainly estimated by con- 
trast with the brightest thing present. The intense brightness of a 
naked filament thus causes other things to appear dark. Little, if any, 
light was necessarily lost by the use of frosted bulbs, and what was 
absorbed was due to the dirt which the frosting collects. General 
-Webber’s conclusions as to the use of 8 or 16 candle lamps was one in 
which he could not coneur. Much depended on the size and character 
of the room illuminated. No general impression was of any use in 
comparing illuminating power, and to make any satisfactory com- 

arison, some definite test, such as the ease with which small type can 
deciphered, must be made. Beferring to the Board of Trade 
regulation respecting declaration of varying pressures at different 
parts of a system, he said this was not originated by the Board, but 
was granted on the application of the St. James and Pall Mall Com- 
pany. If care be taken in designing the mains, the actual pressure 
need never be less than the declared pressure. Difficulties, however, 
had occurred in America owing to the mains not being laid along the 
shortest route. Speaking of nnderground mains, he said some method 
of drawing in the cables was very desirable, especially in a growing 
system, and thought the chief objection to the “layer and faggot ” 
plan so largely used in New York, was its great expense. Bitumen 
concrete was open to several objections, for it could not be considered 
an insulation, was not waterproof, and rather liable to fracture; the 
casing might thus fail to provide that protection which it is so 
desirable should be given to the cable. The Callender “ solid system ” 
of embedding cables in bitumen was not to be recommended, for after 
they are once laid the cables are practically inaccessible. Two such 
mains which he had recently tested at Bath gave insulation 
resistances of 30 and 40 ohms respectively. The apparatus in use at 
Bath for localising faults was, he said, very effective. It consists of a 
trelley carrying iron plates on which coils of wire connected with a 
telephone are wound. A varying current, such as produced by a 
Thomson-Houston are lighting dynamo, or by an alternator, is sent 
into the acum 4 line, and the trolley wheeled along the route. When a 
fault is found, a distinct change occurs’ in the character of the sound 
emitted by the telephone. 
- Mr. Crompton: The Chelsea system, involving, as it does, a great 
number of cells, was necessarily very costly, and in his opinion the 
automatic apparatus was too complicated and therefore liable to 
failure. It was important to know both the cost of generating a unit 
at the terminals of the dynamo, and also what is lost in distribution. 
On the latter point General Webber says his loss is 28 per cent. 
Mr Crompton thought this rather low, for if the accumulators were in 
perfect order, he would expect a loss of 25 percent. If therefore all 
the losses in switchboards, feeders, distributing mains, service lines, 
aud meters only brought the loss to 28 per cent., General Webber's 
experience must be felicitous On the question of underground 
mains he said it was a marvel to him how General Webber has arrived 
at the cost of his (Mr. Crompton’s) system, for if he had referred to 
the 1888 paper, he would have found figures differing widely from 
those given. In order that a comparison of actual costs might be made, 
the following table was he — 


The bitumen casing he considered an excellent device, and was 
not at all sure that it was not the best where it can be got if, 
Probably it would outlast wrought iron pipes. Pipes, however 
could be preserved by serving them with jute or yarn, and soak. 
ing in bitumen. Whilst acknowledging the value of the 
he must qualify it by saying that Callender cable was not 
the best to use with the casing. Good India-rubber cable gave * 
excellent results. The table shows that the culvert system is the 
cheaper for ordinary sized mains, wherever it can be put in ;. the cost 
there given cannot be reduced. Referring to the circular issued 
the London Chamber of Gommerce which General Webber had eri. 
cised, Mr. Crompton said it was circulated with the object of obtain. 
ing other people’s opinions on the subjects dealt with. ideri 
the imperishable nature of the materials used in constructing culverts 
and of the bare conductors themselves, 1 P a cent. of the total cost 
would provide a respectable sum to cover depreciation and the repairs 
necessitated by wear and tear in withdrawing and inserting cop. 
ductors. In fact, experienced persons whom he had consulted on the 
subject, considered 4 per cent. sufficient. With covered cables the 
depreciation and risk of injury were much greater, cases havi 
occurred, where in attempting to withdraw a cable, the copper 
been drawn out of the insulation. Taking all into consideration, he 
thought 5 per cent. was not too high, and on the whole, he wasin- 
clined to believe that the covered, rather than the uncovered system, 
had been favoured. yr 
Mr. F. Kiya: The probable life of secondary batteries was an im- 
portant factor in the cost of a system. In the paper, the positives 
were estimated to last three years, and the cells had now been in use 
about 18 months. During this period only 30 single plates out of 
57,970 in use, had been supplied to Chelsea, and these had been r- 
quired through accidents. On the subject of ultimate maintenance 
rate, he pointed out that in 1888, the E. P. S. Company guaranteed 
to maintain batteries for 124 per cent. on the cost price, and judging 
from the experience gained at Chelsea, he looked forward to a fair 
margin of profit. If the positives only lasted three years, this would 
mean 7°3 per cent., and if the negatives had a six years’ life, their 
cost will be 3°9 per cent., thus making a total of 11°2 per cent. He 
had reason to hope that both kinds of plates would last considerably 
longer than the times mentioned above. In answer to Prof. Forbess 
question about the transformation coefficient of the bation = 
transformer, he said the 200 turns on the primary was pro a 
misprint for 400. | 
© Mr. W. Howarp TasKER agreed with Prof. Forbes, that the 
Callender cables he had recently tested at Bath, were defective. In 
Chelsea they had got much better insulation, one circuit carrying 
3,000 lights, showing a resistance of 20,000 ohms, and up to the 
present time there had been no occasion to withdraw any cable, 
excepting to put in larger ones. As regards meters, he said the Aron 
meters, of which 250 were in use at Chelsea, were very satisfactory. 
Mr. Morpry: Speaking of the life of accumulators he said the 12} 
per cent. guarantee mentioned by Mr. King would be very nice pro- 
vided they could get it in a practical shape. When the — were 
pressed on the point they rather hesitated, and would only undertake the 
maintenance under certain conditions which were difficult for ordinary 
engineers to fulfil. Unfortunatcly there were no men outside the 
company’s works skilful enough to look after the batteries in the way 
required. 
General WEBBER in his reply said he could not answer Prof. 
Thompson’s questions, for the transformers had only been worked at 
their full output. The perfect balance of the armatures 18, however, 
an important feature in the machines. To Prof. Forbes's enquiry 
about the efficiency of the Wolverhampton transformer he sai he 
understood it to mean that of the whole machine. He could not 
agree with Prof. Forbes on the subject of frosted bulbs, for he was of 
opinion that the light should pass direct to the thing to be illuminated. 
On the other hand the filament should not meet the eye, and the bulbs 
might be frosted on the portions seen. Such lamps had recently been 
made. As pointed out by Prof. Forbes, the Board of Trade regulation on 
the declaration of varying pressures is useful under certain conditions, 
but in a growing system it gives little or no relief. Its only use seems 
to be at the boundary of a district. On the subject of underground 
mains, he said that bitumen casing, although not an insulator, st 
assistance to the insulation on the cables. The embedded 


TABLE SHOWING COST PER YARD OF UNDERGROUND Mains. 


Extract from tables I. and IL. of Webber, Crompton, 
Mr. Crompton’s paper of 1888. 1891. 1891. | 
L. Callender. IL. culvert. Paper Culverts. 
Area of condyctors | 4-in. | 4in. | jin. | din. | din din. 
Cost of Callender casing, wrought 9 
iron pipes or culverts … | 11 4 11 4 |11 8 11 8 | 66 6 6| 6 6 6 6 | 11 9 Il à. 
Cost of surface boxes, 12 yds. apart | 2 3 2 3 7 
» insulators and straining gea 3 0 3 0 be 0 7 0 
Totals ... ..| 45 2 29 4 | 2610 2011 | 39 9 26 9 | so 54 26 541 26 6 20 7 
If high-class rubber cable be used 
(extra) ; 10 4 2 8 
Totals ... foal al 49 94 29 14 
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Bath he had only spoken of in connection with a high tension system- 
and in such cases their use was justifiable, for the amount of copper 
was so small that ample ‘allowance could be made for increased 
demand. ‘The figures he had given respecting the cost of Mr. 
Crompton’s mains had been arrived at by careful estimates prepared 
by a surveyor and himself, which gave £130 as the cost of 100 yards. 
In the table given by Mr. Crompton it was hardly fair to put a pipe 
with a hole 1} inches diameter on the ‘same footing as a 2-inch or 
94-inch way in a Callender-Webber casing; and if this were taken 
into account, the difference in cost would be rather the other way. 
This difference would not be large for ordinary sized mains, and, as he 
had pointed out on page 19, bare copper conductors were cheaper 
when the section exceeded 14 square inches. 


NEW PATENTS—1891. 


1,844. “Arm or elbow rests for telephonic purposes.” J. §. 
Lewis. Dated February 2nd. 

1,905 “An improved method of and means for distributing electric 
cwrents.” L. B. Arxuyson. Dated February 2nd. 

1,908. “Improvements in electrical switches.” D. MaxwE i. 
Dated February 3rd. 

1,912. “An improved galvanometer, or instrument employed for 
measuring, indicating, or detecting electric currents.” J. 5S. Lewis. 
Dated February 3rd. 

1,913. “An improved electric bell.” J.S. Lewis. Dated Feb- 
ruary 3rd. | 
1923. “Improvements in electrical switches.” G. BINSWANGER. 
Dated February 3rd. 

1,928. ‘“ Improvements in the method of, and means for increasing 
the strength, volume, or intensity of sound dufing transmission, 
applicable to telephones, microphones, phonographs, and other sound 
transmitting and emitting instruments and apparatus.” C. H. 
DemutH. Dated February 3rd. 

1,963. “Improvements in methods of and apparatus for elec- 
trically soldering cans and other sheet metal ware.” M. W. DEwEy. 
Dated February 3rd. (Complete.) 


1,968. “Improvements in and relating to electric lamps or lightin 
apparatus.” H.H. Lake. (Communicated by F. V. Macquaire, France. 
Dated February 3rd. 

1,969. “Improvements in electrical signalling apparatus.” H. H. 
Lake. (Communicated by S. J. Burrell, United States.) Dated 
February 3rd. (Complete.) 

1,987.. “Improvements in electric lamps.” A. M. CLARK. (Com- 
municated by J. W. Easton, United States.) Dated February 31d. 
(Complete.) 

1,988. “Improvements in autographic telegraphs, and automatic 
switches for the same.” O.Imray. (Communicated by the Writing 
Telegraph Company, United States.) Dated February 3rd. (Complete.) 

1,994. “An electric light lamp shade.” G. Bezr. Dated Feb- 
ruary 4th. - | 
— “Electric thief and fire alarm.” E. Bera. Dated February 


2,010. “Imvrovements in signalisi . E. * 
in signalising telegraphs. E. BERG. Dated 


2,033. “Improvements in dynamo-electric machines.” W. LOWRIE 
= R. Hammonp. Dated February 4th. 

45. “Electrical ore stamping and pulverising apparatus.” R. 
R. Dated February 4th. 

2,046. “ Improvements in and relating to electrically propelled 
Vehicles, especially adapted for high rates of speed.” R. R. Hur- 
CHINSON. ted February 4th. 
ene “ Improvements in electric lamp holders.” W. P. THoMpson. 
ee by J. B. Moore, United States.) Dated February 4th. 


wee “Improvements in electrical transformers.” C. Baur and 
- DizsetHorst. Dated February 4th. 


2,115. “Improvements in or connected with metallic gauze brushes 


em lo ed in d 
Fe, bth. ynamo-electric machines.” J.D. and C. Juss. Dated 


2,152. “Improvements in electric switches.” J. C. WOODBURN. 
February 5th. 


2,155. “Improvements in armatures for d i ines.” 
namo-electric machines. 
J. NEBEL. Dated February 5th. 


2,180. “Improved means or appli i ivi 
; ppliance for fixing or driving staples 
or like devices, especially applicable to electrical fittings.” G. T. 


CKLEY, 
February (Communicated y ©. Mackléy, Germany.) Dated 


cme “Improvements in automatic electric switches.” C. W. 
RoBixsox, and. W. H. Grrrron. Dated February 6th. 


“Improvements i or relating to electro-motors.” E. Ar- 

Ui. “Improvements in layi d i 

m : iS ying and insulating underground 

for carrying electricity.” J.E. SpagnozærTi. Dated February 


provements ” 
February phe in electric arc lamps.” E. E. 
+: Lmprovements relating to motors for electric railways.” 


2,289. ‘“ Electrical block signalling apparatus for single line rail- 
ways.” SIEMENS BROTHERS & Co. (Communicated by Siemens and 
Halske, Germany.) Dated February 7th. i 

2,297. “A method of, and apparatus for, prolonging the life of the 
carbons in electric arc lamps.” C. W. HAZELTINE. Dated February 
7th. (Complete.) [Date applied for under Patent’s Act, 1883, Sec. 
103, 9th July, 1890, being date of application in United States. ] 


ABSTRACTS | 
OF PUBLISHED SPECIFICATIONS, 1890. 


1,644. “Improvements relating to electric traction.” A. L. Linerr. 
Dated January 30th. 1s. 1d. Relates to improvements on | 
patent July 11th, 1888, No. 10,092. 5 claims. | 


3,574. “ Improvements in distributing electricity.” H. R. Low 


and G. E. B. Prrronerr. Dated March 6th. 4d. The inventors 


generate a “ direct ” current of electricity by means of a dynamo or 
other suitable method, and store it in accumulators; the discharge 
from these accumulators is utilised in operating a direct current motor 
or motors to which are coupled in any suitable manner a dynamo or 
dynamos generatiug an alternating current of high electromotive 
force. This current may be distributed by means of secondary 


‘generators or otherwise. 3 claims. 


4,108. “ rovements in electric arc lamps.” J. CAMPBELL. 
Dated March 17th, 6d. Comprises an electro-magnet in the main 
circuit which upon the current passing it attracts an armature, on one 
end of what may be termed the striking lever, to the other end of 


which lever is attached springs connected respectively to one end of 


the lever grips, to which same end of grips are attached, connecting 
rods connected at other ends to what may be termed the feed lever, 
provided with an armature actuated by a high resistance coil, which 
is in shunt to the lamp circuit. The lever grips before referred to 
consist each of an ordinarily flanged socket, on one side of which is 


fulcrumed the grip, consisting of an angled lever, ohe arm of which - 


acts on the carbon rod, which, when the mea wg 1 caused by the 
shunt coil is on, releases said grip and allows the carbon rod to feed 
down. The springs before referred to each suspend a carbon rod and 
keep the arc always formed, and thus prevents the upper carbon from 
falling on the lower while current is flowing. 3claims. — 

4,191. “Improvements in methods and mechanism for generating 
heat, steam, and light by electricity.” T. D. Fagraty. Dated Marc 


18th. 8d. Embodies the combinations of dynamo-electric machines, 


storage batteries, or accumulators, or other electric supplying me- 
chanism, electric heating cartridges, steam generating boilers, steam 
engines, and electric lighting apparatus, and embraces other me- 
chanism and certain details of construction relating thereto, by’ whic 
electricity,’heat, steam and light are generated and applied without 
the use of coals or other fuel, for heating, for motive power, and for 
lighting purposes, and by which surplus power and exhaust steam 
and momentum are utilised for the same, and by which heat, steam, 
and light are generated and applied by electricity from a central 
electric plant or plants, or other sources of electricity, by the present 
means now in use or otherwise. 46 claims, 

5,764. “Improved system of electrical inter-communication for 
telephonic € 3 W. P. THompson. (A communication from 
abroad by A. W. Berne and B. W. Taylor, of America.) Dated April 
16th. 6d. Relates,to a system of electric circuits for telephonic 

ses in conjunction with switches, connections, and cut-outs, and 


purpo 
. the objects of the invention are to permit six persons to converse 
_ with each other, without interference, upon three wires, or to enable 


one person to converse with another at any telephone, and whereby 
perfect metallic returns may be had at any time by the use of the 
switches, as shown in the drawing. 3 claims. 


6,124. “Improvements in manholes for underground electric con- 
duits.” J. F. Munsm. Dated April 22nd. 8d. Has for its objects, 
firstly, to avoïd explosions therein by keeping the man-hole chamber 
practically air and gas-tight ; secondly, to maintain said chamber in 
as dry a condition as possible; thirdly, to make suitable provision for 
ensuring the safety of the linemen entering the chamber ; fourthly, tc 
minimise or neutralise the injurieus influence of induced currents 
from high tension wires upon low tension or battery wires passing 
through the man-hole chamber; and fifthly, to provide access to the 
man-hole chamber from the side and through a constantly ventilated 
shaft or well furnished with dry air. 13 claims. 


6,126. “Improvements in electrical signalling apparatus for 
police service and the like.” R. D. Rapcrirre. Dated 22nd April. 
6d. Relates particularly to electrical signalling apparatus of the 
type known as district or messenger calls, and it has for its object 
the simplification or arrangement of parts whereby two or more types 
or kinds of individual wants may be signalled from a single box and 
single wheel cylinder or transmitter. 6 claims. 


7,433. “Improvementsin telephones.” W.Vo@eLand G. G, CaLKmns. 
Dated May 13th. 8d. Claims :—1. A telephone embracing a magnetised 
strand orcore extending from the transmitting to the receiving station, 


_ and transmitting and receiving devices comprising vibrating armatures 


located adjacent to the ends or poles of said strand or core, substan- 


tially as described. 2. The combination with a wire or core and elec- | 


tric circuit or circuits, comprising coils surrounding the said wire or 
core, and a shell or casing surrounding the end or pole of the said 
wire, and provided with a diaphragm arranged opposite the said pole 
and with a flexible tube having an ear-piece in communication with 
the interior of the shell, substantially as described. 
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‘7,836. “Improvements in electric semaphores for railways.” F. 
Srirzez, C. WEINEDEL, M. J. Scuwarrz, A. REUTLINGER, J. H. 
EGELHOFF, and J. Kreicer. Dated May 20th. 11d. Relates to 
an improvement in electric semaphores for s ing railroad trains 
and more icularly to such as are adapted for use in connection 
with the “block” system. The object of the invention is to provide 
a signalling device for exhibiting “danger” and “safety” signals 
along a line of railroad to denote whether or not a certain predeter- 
mined portion of said railroad is occupied by a train. 17 claims. 

7,853. “ Improvements in welding metals electrically, and appa- 
ratus therefor.” W.P.THompson. (A communication from abroad 
by C. L. Coffin, of America.) Dated May 20th. 8d. Claims:—1. 
The described method of welding metals electrically, consisting in 
making contact between the two parts to be welded and an electrical 
conductor, passing heating currents through the articles to be welded 
and said conductor, removing the articles to be welded from contact 
with the conductor when brought to a welding heat, and pressing 
them together to form the weld. 2. The described method of weld- 
ing metals electrically, consisting’ in making contact between the two 
parts to be welded and an electrical conductor, establishing an elec- 
tric current through the articles to be welded and said conductor, 
slightly separating the ends of the articles to be welded from said 
conductor, thus forming a voltaic arc, and pressing the articles to be 
welded together to form the weld. 3. The various forms of apparatus 
for welding metals electrically taken as a whole, substantially as 
described. 

7,871. “Improvements in electric signal circuits.” O.W. Harr. 
Dated May 20th. 6d. Consists in providing the main circuit with a 
magnet of high resistance connecting a shunt circuit with the main 
circuit and providing the shunt circuit with a magnet of lower 
resistance. 1 claim. 3 


8,362. “ Improvements in electric locomotives.” E. DUMMER. 
Dated May 30th. 8d. Consists, fundamentally, in an electric loco- 
motive so constructed as to embody one or more field magnets con- 
nected with the driving wheel or wheels to revolve therewith. Each 
of the magnets may be magnetised constantly, and thus be supported 
as one body with the wheel or wheels directly by the rails of a rail- 
way. The invention also consists in the combination of gearing— 
when gearing is required—and other of the motor and motive 
mechanism with the driving wheel or wheels and frame of the loco- 
motive, as described. 6 claims. 


8,703. “ Improvements in electric welding.” W. P. THompson. 

(A communication from abroad by C. L. Coffin, of America.) Dated 

June 5th. 6d. Claim :—The described method of electric welding, 

consisting in placing the parts to be welded in close proximity to a 

voltaic arc, protecting the arc and the parts to be welded by a jacket 

‘ of non-conducting refractory material, and, after sufficiently heating 
the parts, pressing them together to complete the weld. | 


8,730. “ Electric soldering irons.” W.M.Mmer. Dated June 5th. 
6d. Consists of the usual solid head of copper, in combination with a 
heating resistance placed on the outside and surrounding the same. 
A shell of non-heat-conducting material is placed over the resistance 
2 mage the heat upon the copper and to prevent its dissipa- 

on. 6 claims. 


9,124. “Improvements in electric time counters.” J. J. A. 
AUBERT. June 12th. 6d. The counter consists of a clock 
movement and a commutator which, by closing and opening the 
circuit, causes simultaneously and respectively the starting and 
‘stopping of the clock movement. The commutator acts mechanically 
upon the balance of the clock movement, as is hereafter described. 

ere is a key at the front face of the counter ; this key is moved by 
hand or by the aid of any suitable arrangement. 3 claims. : 


10,124. “Improvements in electric heating apparatus. M. W. 
Dewey. (Under International Convention.) Dated December 13th, 
1889. 8d. Consists, essentially, in the combination, with suitable 
supply-conductors, of a resistance or radiating device composed of 
thin flat sheets of metal, preferably iron, connected together in series ; 

. and it consists further, in arranging the sheets parallel, side by side, 
. and with air-spaces between them, and also arranging the heating 
_ device so that one end will have free movement longitudinally within 
the frame or case to allow for expansion and contraction due to heat- 
ing by the passage therethrough of the electric currents and cooling 
upon the cessation of the currents. The said movement is utilised to 
operate a suitable circuit maker and breaker to prevent undue heating 
the device. 12 claims. 


10,125. “Improvements in electric cut-outs or apparatus for con- 
trolling the flow of currents of electrical energy.” J. L. KIMBALL 
and H.C. Wirr. Dated July Ist. 6d. Is particularly applicable to 
main and branch cut-outs used in connection with a moulding, con- 
cealed or cleat work, secured to the walls of a building, and has for 

its object to improve the construction of the same, whereby a smaller, 
neater, and cheaper cut-out is obtained. 3 claims. ) 

10,179. “ Improvements in telephone call devices.” H.J. Happan. 

A communication from abroad by F. R. Spalding, of America.) 
ted July Ist. 6d. Relates to improvements in call devices for 
telephones, and it has for its object to enable the operator at the 
central station to ring up any one of the telephones on the line (in a 
block of from two to about ten) without ringing up the others, and 
this is done by means of a magneto generator of variable strength at 
the central office or exchange and individual call bells on the tele- 
phones in the block system, which bells are actuated and sounded 
according to the strength of the magneto electric current sent through 
their respective.electro-magnets. 2 claims. 
10,188. “ Improvements in electric cut-outs.” A.J. Bounr. A 
communication from L. B. Favor, of America.) Dated July 1st. : ‘8d. 
Relates to devices for the protection of low tension electrical circuits, 
and has for its object to obviate any danger or damage that might re- 


sult from the accidental charging of a telephone, telegra | 
low tension circuit with a high tension er: 6 ins” . other 


10,577. “ Improvements in electric fire alarm system.” P. Juysyy 
(Communicated from abroad by the European Fire Service and Motor 
tes 


_ Company, of America.) Dated July 8th. 8d. Relates to 


cally operated electric fire alarms, and it consists in certain ian 


ties of construction and combination of parts constituting an ant 


matic electric system adapted for use in buildings of all descrinti 


| instantly give the alarm in the event of fire breaking out aye 


11,788. “ Improvements in electric arc lamps.” §. P. Parry 


Dated July 28th. 6d. Claim:—A multiple carbon lamp whose elep. | 
trodes approach end to end, one of them composed of a single strip 
a 


or sheet of carbon, and the other of two or more carbon 
shown and described. 


CORRESPONDENCE. 


Dr. Silvanus Thompson’s Letter. 


On the strength of a reference to a published work of the 
late Fleeming Jenkin, drawn up presumably a good mai 


years after the formation of the British Association Unit 


Committee, Dr. Silvanus Thompson charges me with having 
made an egregious mis-statement. Sir William Thomson 
once referred publicly to the mistakes made by that com- 
mittee as being “ to our shame ;” but should he as one who 
was a member of it at its first inception, feel himself justified 
in stating that the committee, when it first commenced work, 
practically recognised and dealt with the fact that copper 
conductors opposed inertia resistance to transient currents, 
and that the committee were also aware that similar con- 
ductors made of different samples of copper, when forced at 
an equal rate of speed through the lines of force of our ter- 
restrial magnet were not affected equally, then I will acknow- 
ledge that I have been labouring under error, and I will 
frankly apologise for having made a mis-statement. 

The article on “ Posthumous Scientific Honours” in the 
same issue as that containing Dr. Thompson’s letter affords 
evidence, that Dr. Silvanus Thompson himself, as a pro- 
fessor of scientific history, is not always to be ere 
trusted, and I must be forgiven if I refuse to accept off- 
the reference he makes to Fleeming Jenkin’s book as a re- 
futation of what was incidentally mentioned by me in a pub- 
lished article. | 

The late Fleeming Jenkin, in the earlier days of the Unit 
Committee, was the most active member of it, as well as the 
secretary, and it is only human that, when drawing up the 
reports many years after the formation of the committee, 
that he should not make the most of mistakes which had 
been made ; and, further, no useful purpose would have been 
served by his enlarging upon errors after the committee had 
become aware of them. 

It has occurred to me at times, that, the history of the 
British Association unit of resistance, from a practical inans 

int of view, ought. to be written, and Dr. Silvanus 
Thompson’s letter may perhaps induce me to attempt the 
task, but I must be allowed now to say that the way the 
standards were produced and issued in the first instance wa 
not such as to inspire confidence in their accuracy. 8 
as a practical man, the conditions under which they were 
made I consider rendered it almost impossible that à 
authorised copies should agree as closely with another as was 
practically attainable and desirable in authorised s 
of resistance. ; 

So soon as. it was — that were 
obtainable b ent, I orde six copies, bu 
only one ; r us given to understand that the 
others would be supplied shortly. Later on I was adv 
that an error had been detected in the standards sent oul, 
and another standard resistance was sent to replace the one 
I had ‘already received. I then wrote to Mr. Fleming 
Jenkin, saying I did not consider it safe to rely upon à single 
standard, and if it were not convenient to let me have 
six ordered, could he not let*me have a duplicate, and 
promised to do, but it never came to hand. I applied 
and again, but was always put off with excuses from W 
week and month after month, and at last I was reluc . 
forced to the conclusion that for reasons best eye 
Fleeming Jenkin he had all along never intended or 
to be supplied with a duplicate ‘standard. The fact 
there was some objection to letting mc have more 
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one copy of the standard resistance speaks. volumes in 
itsel. My testing arrangements at that period were, I think, 
more perfect than those at the command of ci spy À enkin, 
and possibly it was not considered prudent to let me have two 
copies, as in that case I could have compared them. 

onths elapsed, and I had to rely upon the single 
standard after all. I took infinite pains to secure accu- 
rate copies of it. My testing room had been speciall 
built for the pu , with solid brick walls and .a thick well 
insulated cout 3 ; the temperature was maintained constant by 
a hot water system heated by gas, turned on and lowered 


py rong! by a heat regulator, which spoke to one-tenth 


of a degree Fah., and the temperature, as indicated by three 
maximum and minimum thermometers, did not vary for 
months together half a degree. The final testing was done 
in all cases in the small hours of the morning, as that was 
the only time when everything was really quiet and still, and 
I spent À goes of £300 building up resistances before I 
considered myself in a position to manufacture resistance 
coils for the market ; at the same time I never had any con- 
fidence that the standard coil supplied me agreed other than 
approximately to those issued to others; the only thing I 
could be really sure of was that my resistances were true to 
one another. | | 

At a later date I found, as a matter of fact, my copies of 
the standard resistance differed from the copies made 
in Sir William Thomson’s laboratory, and this led to 
some correspondence, Sir William very kindly promising to 
send me a box of. resistances, which he said he thought I 
I could depend upon as being very accurate ; but they never 
came to hand. I am quite sure Thomson himself intended 
them to be sent to me, the fact fhat I did not receive them I 
attribute to others, and not to Sir William Thomson himself. 

Dr. Silvanus 'Fhompson has been good enough to credit 
me with setting right distinguished physicists during the last 
twelve months. I claim to have been setting them right, 


_ and to some purjose, since 1887. In December, 1887, I 


directed public attention, among other things, to certain dis- 
crepancies between what was published in “ Dynamo-Electric 
Machinery,” and that which was contained in affidavits which 
had been made in connection with a law suit at that time— 
lately settled—and I so successfully educated certain eminent 
physicists, that when at a later date (1888), as a consequence 
of my initiative, the respective claims of myself and Brush 
to be considered to have been the first to have described a 
system of compound-winding, came before the Scotch law 
courts, these now educated Ey 07 sang an altogether 
different song to that contained in the affidavits sworn to in 
the previous case. One distinguished physicist professed to 
be puzzled, a second distinguished physicist declared that my 
187 6 machine at the time it was as ought to have been 
chucked on the dust heap,” and a third declared my 
dynamo-electric theory to be absurd, and they all did their 
very best to try and persuade the court that my 1876 
machine was separately excited, notwithstanding it had been 
most 7 asserted in the affidavits sworn to in the 
Previous case, that this same machine of mine was evidently 
a double-shunt dynamo. Dr. Silvanus Thompson can scarcely 
have forgotten that Lord Trayner did him the honour of 
beng referring to his evidence in opposition to my 
claim, the court describing it as neither reasonable nor fair : 
he also, possibly, remembers that Lord MacLaren, 
when confirming the judgment given by Lord Trayner, 
appealed against, said that “he had a difficulty in under- 
standing that a considerable number of able and distinguished 
eg ha nd been persuaded to give their evidence as to 
action. ciency of Mr. Varley’s description as an 
t is too much, perhaps, to expect under the circumstances 
a I should be À same aed a persona grata in the eyes of Dr. 
nn Thompson, but the electrical industry may possibly 
ro “hy as a matter for congratulation that I did under- 
€ the task of setting right certain very eminent physicists, 
te ue that my having done so has been the means of re- 
ns À industry since 1888 from having to pay royalties 
unting in the aggregate to many thousands of pounds.* 


* I was informed b 
_by one of the larger dynamo-electric firms in 1 
that the loss of business arising out of the fact that they had to se. 


royalties on compound-wound dynam gn 
the amount paid as royalty. Fr den à 


Now, had. I not succeeded in putting right distinguished 
scientists, the dream of whose lives, if we may believe them, 
is to see energy laid on electrically in every household, much 
in the same way as water and gas, then these very able. men 
would in all probability have succeeded in prolonging the 


monopoly for eight more years, dating from next May, and 


in that case they—the scientific enthusiasts—would have 
found the realisation of their ardent dreams deferred, and 
they would have been compelled to find a solatium for their 
disappointment as best they could, in the shape of substan- 


tial professional fees. | | 
| S. Alfred Varley. 
February 13th, 1891. 


. Storms and Telegrams. 


I am really much obliged to Messrs. Slingo and Brooker 
for their frank and unbiased opinion of the A-pole, con- 
tained in their interesting article in to-day’s issue of the 
Review. These gentlemen are possessed with mechanical 
brains, and it cannot be said they “are minus a reasonable 
knowledge of the subject on which they venture to write,” 
like, it will be remembered a certain individual, who tried 


hard to kick my A-pole out of the earth, appeared. I quite 


concur in all they say about a strutted single pole and an 


H-pole, and as a proof that their remarks in to the 


A-pole are correct, one has only to look at the Eïffel Tower, 
or the main tubes of the Forth Bridge, which represent, in 
each case, two gigantic As braced together. I am sorry the 
gentlemen cannot afford the time to make the inspection as 
suggested, because I feel sure that they would not regret such, 
the-line of A-poles being the most extensive and exposed in 


the country. As to a line of these poles being unsightly, I 
think they are the opposite, when properly constructed, 5.e., - 


the poles paired and spliced together, so that the -bends are 
always inside, thus A, the or spread of the legs uni- 


form, and the heads level, not bobbing up and down. This 


is all carried out on the sections named. 

May, I ask, where has the individual gone to? I would 
say, wake up Jno. McDonald and show that you are a true 
Highlandman, and if any apologies to make, make them now, 
like a gentleman, or never. It would amuse electrical engi- 
neers to refer to the scurrilous and prejudicial letters in the 
REVIEW of August 3rd and 17th, 1888, and Feb 15th, 
1889, by this individual, after the able articles by Messrs. 


Slingo and Brooker. RS 
Arthur E. Gilbert. 
February 13th, 1891. | | 


Electricity as a Measure of Thought. 


I crave your indulgence to make known an idea that has 
occurred to me, relating to that most important and little 


- understood human function, thought. It is well known to 


the medical profession that every mental effort causes a rush 
of blood to the brain, and that the amount of blood depends 
on the “intensity” of the thought; but rush of blood 
means a rise in temperature, and if we could measure this 
we would be able to determine, in a rough way, the “ power” 
necessary for the generation of any thought or mental effort. 
I accomplish this object in the following manner :—I have a 
head gear of some light, high-conducting oa substance, in 
its middle or any other convenient position. I fix a thermo- 
electric pile, and connect this, by means of flexible wires or 
otherwise, to a sensitive galvanometer. The extreme sensi- 
bility of the thermo-electric pile is well known, and there- 
fore whatever rise in temperature takes place, consequent 
to the rush of blood, would be instantaneously indicated by 
the galvanometer. The utility of such an apparatus may 
not appear at first sight of great importance, but if we con- 
sider for an instant the facility or difficulty with which 
children at school learn their lessons, any doubts we may have 
entertained as to its practicability will be immediately dis- 
pelled. By such a contrivance would we ascertain the 
“brain power” of boys and girls—nay, even men, and thus 
be in a position to indicate in what direction their mental 
efforts ought to tend. To make my meaning plainer. 
Certain .scholastic tasks, such as drawing, could per- 
formed without the expense of great energy on the 
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part of any 


rticular pupil. Well, this very same 


individual would probably encounter greater difficulty, and 


consequently expend a large amount of energy in the solution 
of a mathematical problem ; it is true that these subjects are 
not.equal in “ ess ” in relation to the same person, or 
that two tasks, when compared to a “standard ”—by 
their generation of heat—will differ in degree, even in an 
individual of all-round capacity ; yet if their relative “ hard- 
ness” were at first roughly or arbitrarily settled, comparisons 
amongst the different individuals could then be instituted. 
Of course, several tests would have to be taken under varying 
conditions and at different epochs before arriving at any de- 
finite and reliable conclusion, since a good many factors— 
apparently the most trivial—such as the state of the body, 
through indifferent, bad or good nourishment, &c., would 
have to be taken into account. And, if such a system of 
tests were periodically carried out, it would be the means of 
allotting to each individual the task for which he shows the 
greatest aptitude ; that. task that could be performed by the 
said individual with the least waste of “ brain energy,” or in 


_ other words, that task most. congenial to his tastes, whence 


more profitable to the community. The “waste of brain 
energy” that occurs at: school and in active life is very 
seldom taken into consideration; the over-taxing of the 
brain, by setting it to perform relatively hard tasks, is 
attained by most deplorable consequences ; over-strain leads 

. Again I repeat: If some such system as the one suggested 


were to be adopted, we would hear: less and less of human 


breakdowns, and alas! of juvenile suicides; The idea is 


capable of great modifications; may be a sensitive micro- 


phonic arrangement, working in circuit with a sensitive re- 
ceiver, to whose = a stylus would be attached, 
ing paper, would also answer the pur- 


— conclude oy expressing the wish that should this sugges- 
approval, it shall be availed of by the 

educators of the rising generation. | | 
J. L. Balbi. 

Malta, January 31st, 1891. | Per 


Electro-deposition of Copper. 


I had not thought necessary in my first letter to insist upon 
the practical success of the Norddeutsche Affinerie, of Hamburg, 
because it is well known to all specialists that the Hamburg 
installation is, up to the present, the model of perfection of 
the kind. It was organised and has since been conducted 
by Dr. Wohlwill, who is simply a chemist and electrician of 
talent and great practical sense ; the fact that the Affinerie 
has been working ms: 0 | since 1873 with the highest known 
efficiency—unapproached yet by any existing establishment 
—shows sufficiently that it is a well conducted business. The 
cost of the metal deposited is wnder £8 per ton, includin 
ve ; the electrolytic copper, of great purity, is sol 

e 


at the usual prices, and the cost of work is balanced by 3 


the sales; the recuperation of precious metals—thoug 


naturally variable—consequently makes the business excel- | 


lent and very profitable. No success, however, can be 
obtained without a solid base, and in that installation 
everything is designed and conducted upon scientific prin- 
ciples; nothing is neglected of the multiple factors contri- 
buting to the efficiency of the plant. | 
The best installations after that of Hamburg are each one 
designed to take advan of some special condition, and 
are generally well conducted ; they produce, however, at an 
expenditure ue ton of copper deposited, of nearly double 
that of the affinerie of Hamburg. It must be. understood 
that I have in view here only rational installations designed 
by competent men knowing the conditions of efficiency of the 
work, and where the deposition is carried out in series of 
from 40 * 70 eg with active — of from 90 to 125 
square metres vorse-power, having their respective dis- 
tances and Pr accurately determined ; in none, of 
course, are the surfaces in opposition arranged in such a 


manner that the transport has to be effected against the laws 


of gravity, as is the case in the Elmore process; this alone is 
a commercial absurdity. à 


I have nothing to say, nor would I give an opinion on 


enterprises of a speculative character, but those interested 
more or less in the question of electro-deposition have pro- 
bably read the report of a visit to the works of the Elmore 
Company, and if the sketch given in the Exxcrgicu, 
Review of January 30th ultimo is correct, as well ag the 
statement that 75. H,P. are required (and considering. the 
very small quantity of metal that can be deposited under 
such conditions of work as those illustrated, it cannot he 
otherwise), it is plain that the economical conditions of the 
rocess are simply disastrous, so far as the cost of electro. * 
ytic copper is concerned, and unless an immense gale jg 
obtained for the manufactured articles, which might be 
turned out in formidable quantities from future works of 
unusual magnitude (existing ur | on paper), but which 
should be designed in a somewhat different way in order to 
reach a reasonable rate of efficiency, I am afraid that 
harvest of gold—even supposing an abnormal percentage of 
the precious metal'in their raw copper—will not be for 
who have given their money. _ 

In this admirable country for business, anything can be 
financed with suitable reports and a few well known name, 
If the reports required by the Elmore Company had been 
made, for instance, by my eminent colleagues, Hospitalier or by 
our actual President, H. Fontaine, whose authority and strict 
characters would have been an absolute guarantee for the 
public, it is probable (supposing they had consented to 
report, and supposing the report. had been favourable) that 
the scheme would have met with less favour, for want of the 
common sort of popularity of the reporters. On the other 
hand, if the report of M. Secrétan been made in France 
for a first start in that country, I believe the choice of such 
a technical authority: would: have been sufficient to prevent 
the floating of the company. The report would have heen 
taken as a pure farce, in spite of the too great popularity of 
recent date of that gentleman, for the simple reason that he 
has no knowledge of the question on which he has 
His great besides his original trade and clever 
manufacture of optical instruments, is in paintings and works 
of art of highly speculative character from artists à la mode, 
and the few electricians who know him personally must have 
been much amused to.hear of a report on electro-depositing 
devices made by M. Secrétan, who had — never seen 
a Fe yr, tank before he went to Leeds. 

I hope this will suffice for the present. I am afraid! 
rat already encroached too much upon your kind hospi- 

| j L. Falero, M.F.S.T.E. 


| Dynamo Cost. 
Could you tell me about what it would cost to make an8- 
light dynamo, like the one mentioned in Vol. XX., No. 493, 


under the name of “ George M. Hopkins’s 8-light Dynamo, . 
of the ELECTRICAL REVIEW ? | | 
J. E. Elliott. 


[The following is taken from a list published by Mr. H. 


Austin :— 


No. of Ditto 
. amps. | 


400 | 8to20|20to50| 8 1,600 | £12 £12106. £13 


These being the selling prices, our correspondent can form à 
shrewd estimate of what such a machine will cost.— 
Ezec. Rev. ] | 


Chromic Acid Battery. 


While thanking Mr. Powell for his answer to above qué 
tion, I don’t see exactly how this can be used for such pul 
pes as, for instance, telegraphing. What I would 

now is if there are any batteries in use for this pu a 
and their construction, &c. The solution mentioned 18 ies 
answer would, to my thinking, destroy the zinc-block far 


quickly. 
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JU. H. HOLMES & CO, 


NEWCASTLE-ON-TYNE, 
17, COLEMAN STREET, LONDON, EC. 


SLOW SPEED. 
HIGH EFFICIENCY. 


DYNAMOS 


TELKPHONE: 1583. TELEGRAMS: “INDICES,” LONDON. 


WHEATLEY KIRK, PRICE & GOULTY, 


(Estads.shed 1850), 


ELECTRICAL AUCTIONEERS, VALUERS 


AND ARBITRATORS, , 


se, QUEEN VICTORIA STREET, LONDON, E.C, 
And Albert Square, MANCHESTER. 1542 


VULCANITE. 


HARBURG INDIA-RUBBER COMB COMPANY. 
London Warehouse: F. WINTER, 


188, LONDON WALL WOOD STREET E.C. 


EBONITE. 


THE ELECTRIC & GENERAL INVESTMENT CO. 


LIMITED, 


Offices :—1 & 2, GREAT Wincuester Srreet, Lonpon, E.C. 


His Grace the DUKE OF MARLBOROUGH, Chairman. 


The Company has been formed FOR THE PURPOSE OF 
FACILITATING THE PROMOTION AND DEVELOPMENT 


OF UNDERTAKINGS for Electric Lighting, Traction, Trans- 


mission of Power, and other industrial uses of electricity. — 
Communications may be addressed .to— 


J. CECIL BULL, 
3927 Secretary. 


GLASGOW CORPORATION ELECTRIC LIGHTING. 
TO ELECTRIC LIGHTING COMPANIES AND OTHERS. 


Y Section 59 of “ The Glasgow Corporation Electric Lightin 
Order, 1890,” it is pee that the Corporation may, wi 
the consent of the Board of Trade, transfer to an; Company or 
Person the Powers, Duties, and Liabilities thereby conferred on 
them for and in connection with the Construction and Maintenance 
of Works and the Supply of Electricity within the whole or any 
part or parts of the area of supply described in the Order. 


With the view of considering and reporting to the Corporation 
asto the whole matter the Special Sub-Committee on Electric 


| Lighting invite l'enders from any Company or Person who may be 


ne to become, for any period not exceeding 21 years, the 
er aa of the Corporation for the purpose of undertaking all 
e obligations which by the Order are imposed on the Corporation 


with reference to the compulsory area of ly defined in th 
Second Schedule to the de 


siding Offerers will require to undertake to have suitable 
en mem distributing mains for the purposes of general supply 
down throughout every street and part of a street within said 
og on or before 14th August, 1892, and will also require to state— 
( ye period for which the transfer will be undertaken; (2) the 
a bd other pecuinary consideration they are prepared to give to 
x : orporation in respect of such transfer; (3) the system or 
@ the ae. = of which they will supply the electrical current ; 


© thee entered into between them and the Corporation; and 

“4 e terms on which they will be prepared, upon the expiry of 

À period of transfer, to give the Corporation the option of pur- 
ing and taking over the whole of their undertaking. 


Copies of the Corporation Provisional Order, and any further 


information desired b i 
at y intending Offerers, may be had on 
the Subscriber; and Sealed endorsed 


shting,” will i 
Saturday the 28th ile. be received by him on or before 


take? Special Sub-Committee do not bind themselves or under- 
oF any Tend to the Corporation for acceptance the highest 


J. D. MARWICK, 


Tow 
City Chambers, George Square, pd 


Glasgow 10th February, 1891. 


Brixton, S.W. 


ty which will be given for the due implement of the , 


CHRAP PREPAID ADVERTISEMENTS, 


Relating to Situations Vacant, Situations Wanted, Businesses 
Wanted, Businesses for Sale, Patents for Sale, Specific Articles of 
any kind Wanted, or for Sale or Exchange, are inserted at the 
rate of ONE PENNY Per Word (minimum 1s.). 

Three consecutive Insertions for the Price for Two. 


set This Scale does not apply to Trade Advertisements, terms for which 
can be had on application. 


RAVELLER and Estimate Clerk wanted for installation work 

in London. Must have experience and be of zood address.— 

Apply, by letter only, Crompton & Co. (Wiring Department), 
1, Lillie Road, West Brompton. pom 


WA D, a thorough good Mechanic, used to press work. 
Address, No. 4.266, office of this paper. 


Wao Draugbtswan to give part time.. Must be a 
thoroughly practical electrician.—Addres:, 4270, ELec- 
TRICAL REVIEW. #0 


ANTED, Good All-round Man. State experience, age, 
wages, &c., by letter, GENERAL ELECTRICIAN, 8, East 
Parade, Leeds. 4953 


{ LECTRIC LIGHT.—Advertiser with over 10 years’ practical 
experience as Works’ Managèr and Installation Superin- 
tendent requires situation; ship lightiny, colliery lighting, esti- 
mates,&c. Excellent references.—Ne. 4,244, ELECTRICAL REVIEW 
office. 4244 


GENTLEMAN representing one of the largest continental 

electrical firms at the forthcoming Frankfort-on-Main 

Exhibition, is desirous of representing also a few English firms of 
high standing.—Address, “ CIRCLE,” ELECTRICAL REVIEW.  ,257 


LECTRICAL ENGINEERS.—Young Man, age 19, wants 
situation as Improver ; 18 months’ experience. Small salary 
to begin with; gvod references. — “ A. R.,” 3, Geneva Terrace, 


427 4 
AY ANTED by Engineer, engagement as Chief Draughtsman, 

Assistant Works Manager, or other responsible position. 
Extensive experience in the de:ign and manufacture of dynamos, 
motors, &c., for all purposes. Excellent references.—Address, 
4276, ELECTRICAL REVIEW OFFICE. 4276. 


or Confidential Assistant wants 
engagement to work out mechanical or ele.t:ical invention. 
—-" DESSINATEUR,” EvecraicaL Review Orrice, E.C. 


4287. 
RACINGS neatly, accurately, and promptly executed by 
skilful tracers at moderate terms.—Addres:, J. Epwarps, 

4, Cleveland Street, W. Advertiser will call on receipt of post- 


card 2260. 
ne D-HAND ALTERNATORS—both self-exciting and for 

separate- exciters. Sections may be connected in series or 
parallel at will, thus affording wide range of E.M.F". and currents. 
—For full particulars apply ELecTrricaL ENGINEERING CoR- 
PORATION, 68, Victoria Street, Westminster. 3366 


ELECTRIC LIGHTING. 


à te BE SOLD (electric light now obtained from central 
station), a Complete Set of Plant, suitable for private lighting 


of town or country mansion; consisting of “Octo” silent gas 


_ engine with water tanks and accessories, dynamo, storage cells up 


to S0 lights, switchboard, measuring instrument, &c. Erected in 
1888 by the Electrical Power Stora,e Co., of the newest design 
and best materials and workmanship, and has been kept in excel- 
lent order ; can be viewed at work, or particulars on application to 
Exvecrsic Ligutine Company, Kensington Court, London, W. 4250 


4266 
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| FRONT Telegraphic Address: “POROSITY,” LONDON. Telephone 1,663. 
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| THE ELECTRO-HARMONIC SOCIETY, 
THE ELECTRICAL STANDARDISING, TESTING 


AND TRAINING INSTITUTION. | = A D | E S’ N | G HT. 


The work undertaken by this Institution is as follows :— FRID AY, FEBRUARY 24h, 1891, 
Standardising Electrical Instruments. 


| AT THE | 
ST. JAMESS HALL RESTAURANT, 
Reporting upon New Inventions and Apparatus. (BANQUET ROOM), es STREET, W., 
Training Electrical Engineers. At Eight o’Clock. 
Experimenting on behalf of Inventors. . 
For full particulars apply to the Secretary, Faraday House DER | 
; ” | Miss MARGARET HOARE, Miss VIOLET ROBINSON, Mr. 
Charing Cross Road, W.C. Mr. BANTOCK PIERPOINT. mee du, 
Humorous Selection  - - 
- Solo Clarionet  - - - Miss FRANCES. THON 
Solo Pianoforte and Lossmganiot - - Mr. ALFRED IZARD, 
ROBERT G. IVEY, 22a, Chatham Place, HACKNEY, -« Musical Directors: 
Maker © Are Lomas, Switshes, ond Light Fittings. Mr. T. E. GATEHOUSE and Mr. ALFRED IZARD. 
Electrical Models and inventions wormed out. . 4271 A Broadwood Piano will be used. 
| PROGRAMME.-PART I. 
Trio se “Ti Prego.” C 
Mr. J. G. LORRAIN, M LE.E., Æ, &e. Miss Hoare, Miss Robinson and Mr. Henry 
PATENT AGENT AND CONSULTING ENGINEER, Sone . . “The lass that loves a sailor” .. Dibdin 
Norfolk House, Norfolk St., London, W.C. ; Mr. Bantock Pierpoint. à 
“ PATENTEE’S HANDBOOK” Post Free on Application. 4014 Senn 2 “Bel Raggio” 


Miss — Hoare. 


CLARIONET SOLO 


Miss Frances Thomas. 


A BOON TO INVENTORS | Sone “The sailor’s grave” Sultan, | 


Mr. Henry Guy. 


PATENTS AND TRADE MARKS. 
Electrical Matters a Speciality. Shinn. 
INSTRUCTIVE PAMPHLET POST FREE FROM HUMOROUS SELECTION... - 


C. & E. GRAHAM, Authorised Patent Agents; Pcet’s Corner, 
Westminster Abbey. Established 1866. PART Iti. 


Praxo SOLo .. “ Ballade in G minor” ..  Chopls, 
Mr. Alfred Izard. 

SONG “ Where the Bee sucks” Dr. Arne, 
Miss Margaret Hoare. | 
NEw Sone .. “ Three Knights of old” Boscovita, 
BLACK OXIDE CARBON BATTERIES, | Pantoek Plerpoint 
| . 9 Miss Frances Thomas. 
Complete, in 8-inch Glass, from 1s. _| OL FRENCH Air .. .. “Marguerite” .. 
Miss Violet Robinson. | 
BURCKHARDT & RICHTER, Mulda, Germany.}h. senexane .. .. -# Stars of the summer night.” Laswm, 
| 4151 _ Mr. Henry Guy. 

Humorous SELECTION ee 


FACTS! 


The Crompton-Howell Electrical Storage Co., Ltd., have erected, or are erecting, 


CENTRAL STATION BATTERY 


in connection with Central Stations supplying 


300,000 Lamps. 


These Batteries act as a reserve for. the above, or will run 


50,000 camps 


without machinery. | 
QUOTATIONS FREE. a 


CROMPTON-HOWELL ELECTRICAL STORAGE 


COMPAN Y, LIMITE. 


MANSION HOUSE BUILDINGS, LONDON, EC, 


AND 


Works:-NEW DOCK, LLANELLY. 
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SLECTRICAL REVIEW SUPPLEMENT. 


XIII 


|| GOOLDEN [N FOR EVERY PURPOSE. 


Are more carefully and accurately calibrated than any others in the market. 


EVYVERSHEDS PATE NT 


| AMMETERS. 


connections for heavy currents. 


STRUMENTS 


Thorough Mechanical Construction. Simple 


; 


AMMETER 


correctly for any frequency. 


The ONLY INSTRUMENT FOR THE PURPOSE 
which can be fixed to a switchboard, reading 


, Our new pattern is the most perfect 

| — VOLTMETERS. instrament made 

| Contractors to English & Foreign Governments, 

Railways, Central Stations, &c. 

YNAMOS, 
Armatures 4 insulated entirely with 

| Armatures and Field Coils 


VENTILATED INSIDE. 
Long Bearings. Clean and Economi ti 
CHEAPER than any Dynamos 
working with same MARGINAL FACTORS 


POSITIVE DRIVING 
of Conductors. 


HAVE BEEN BUILT IN ALL SIZES, 


Standard Goolden Overtyre Satin built 
with Grammé, Drum and Bar Armatures. 


Some welghing over SEYEN TONS without pr 


sien nes (a severer test than 


and at same L W TEMPERATURE. 


OTO RS STRONGLY BUILT. 


HIGH EFFICIENCIES. 


bh 
in 


7 TEAM DYNAMOS 


DYNAMOS and MOTORS 


STEAM DYNAMO for ELECTROTYPING 
Supplied to Ordnance Survey Dept. 


WooUFIELD Works, HARROW Roa, 
LONDON, w. 


IK TELEGRAPHIG JOURNAL ANI 
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AMPLE CLEARANGE | 
| for Armatures. a 
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| } | — ‘ > — ++ | 
10-EH.P. Leung) Motor with Goolden Watertight Armature ; 
- à work with Armature in water. : 
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READY SHORTLY. Ve 
| THE TENTH ANNUAL PUBLICATION OF 


J. A. BERLY'S UNIVERSAL ELECTRICAL DIRECTORY, 


Bounp ScARLET CLOTH, GILT LETTERED, 8vo. 


Price 6s. } Fully revised and thoroughly reliable { Price Ge. 


Post F 
asa Contains a larger amount of Commercial Trade matter than any other Electrical Directory, 


THE LEADING ELECTRICAL TRADES DIRECTORY, | 


And the OLDEST ELECTRICAL DIRECTORY in the WORLD. 


Invaluable to Manufacturing Electricians, Electrical Engineers and Contractors, Makers of High Speed and other Eine, | 
Motors of all kind, Driving Bands, Carbons, Chemicals, Insulators and Insulating Mater lals, Wire and Cable Manufacturers, 
sale and Retail Dealers in Electrical Goods, and to Manufacturers of any article required and used by the Electrical Trades, . 


NO OFFICE «iS COMPLETE WITHOUT A cory. 


De Can be obtained through any Bookseller, or from WM. DAWSON & SONS, 148-9, Upper Thames St., London, EC. hal 


A TREATISE ON THE LAW AND PRACTICE 


By GISBERT KAPP, C.E., Member of the Council of the . RELATING TO 


| | 
LETTERS PATENT FOR INVENTIONS, 


and its Transformation, Sub-division, and Distribution. | WITH AN APPENDIX OF 
Witb 130 woodcuts and diagrams. Third edition. Thoroughly | STATUTES, INTERNATIONAL CONVENTION, RULES, FORMS 
revised and enlarged. Crown 8vo, 73. 6d. bos AND PRECEDENTS, ORDERS, &c. 


By Sir DAVID SALOMONS, Bart, M:A., Vice-President of the BY ROBERT FROST, B.Sc. (Lond) _ 


Institution of Electrical Engineers. Fellow of the Chemical Society ; of Lincoln's FLE Esquire, Birrister-at-Law, 


the of Accumalsiors, With 106 voodent STEVENS & HAYNES, 13, BELL YARD, TEMPLE | 


and diagrams. Sixth edition. Revised and enlarged. Wide | 


small Crown 8vo, 63. 
By W. H. PREECE, F:RS., and JULIUS MAIER, Ph.D. THE DAILY ORACLE. 
THE - TELEPHONE. With 290 illustrations. 


Appendix, Tables and Index. Crown 8vo, 12s. 6d. ESTABLISHED 1889, 
By THOMAS H. BLAKESLEY, M.A., M.Inst.C.E. - = ME 
ALTERNATING CURRENTS OF ELEC- Published Every Morning. 


TRIicrry. Second edition enlarged. Crown 8vo, 4s. Gd. 


ByS.R. BOTTONE. __ PRICE ONE PEN NTs | 


ELECTRO-MOT PIS 


ELECTRICAL INSTRUMENT MAKING | DEVOTED TO.THE INTERESTS OF SHARE¢ 


for Amateurs. 60 illustrations. Fourth edition. Revised | HOLDERS AND INVES TORS. | 


and enlarged, 3s. IT CONTAINS: 


ELECTRIC BELLS, and all about them. FULL CRITICISMS ON NEW COMPANIES, MEETINGS, ds, 


edition. Revised, 3s. LATEST PRICES OF QUOTED AND UNQUOTED SECURITIRS, 
By SYDNEY F. WALKER, M.I.E.E., A.M.Inst.C.E. MINING, INSURANCE, PRODUCE & SPORTING NOTES, 
ELECTRICITY IN OUR HOMES AND | DaILY EXTRACTS. FROM THE REGISTER OF BILLS OF 
WORKSHOPS. 127 illustrations. Second edition, 5s. SALE AND DEEDS OF ARRANGEMENT, 
By JOHN GRAY, B.Sc., A.B.S.M. ALE.E, | SHIPPING INFORMATION. 
“ELECTRICAL INFLUENCE MACHINES, 


their Historical Development and Modern Forms, with | Scale of Charges for Advertisements ca à Le. had 0 pes 
Instructions for making them. 89 illustrations, 43. 6d. application. 
A Complete List of Engineers Books, published by Whittuker, sent free on application. « 


AT ALL NEWSAGENTS AND BOOKSTALLS. 


Loncon: WHITTAKER & CO., PATERNOSTER SQ. Offices: 20, BUCKLERSBURY, LONDON, 
RICHARD FRÈRE S; 


| +8, LONDON  WALT:, LONDON, H.C. 


(ESTABLISHED 1849). 


London Manager, J. A. BERLY, CE, A.T.E.E. 


SCIENTIFIC INSTRUMENT MANUFACTURERS: 


SPECLIALITY : 


INDICATING AND SELF-RECORDING INSTRUMENTS, 


For use in Engineering, Electricity, Meteorology, Climatology, Chemistry, the Navy, &c., as adopted b ng Goverments 
of England, France, Germany, Russia, Italy, Spain, Brazil, or their Educational, Navy, 
and Postal and Telegraph Departments. 


Indleating and SELF-RECORDING Anemometers, Barometers, Thermometers, Tachometers, Pressure 2 Gage 
AMMETERS, VOLTMETERS, &c. Electricity Meters adopted by the Paris Municipality. 


Patented and in use all over the Globe. Highest Awards at all the Exhibitions. Grand Prix and Two Gold Medals at the 
Paris (1889) Universal Exhibition. 


London Office and Show Room: 43, LONDON WALL, EC. Head office: 8, IMPASSE FESSARD, PA 


Descriptive Illustrated Ne 0 Free on application. 


| 


| 
| 
» 


82, VICTORIA STREET, LONDON, SW, 
| casses VULCANIZED AND PURE INDILROBBER WIRES AND CABLES, 
6s. Bole Manufacturers of 


-COVERED CABLES, 


y UNDER THE COMPANY'S PATENTS, | 
a ‘FOR TELEPHONE, TELEGRAPH, ELECTRIC LIGHT, 

gines, | TRANSMISSION OF "POWER, | 

ed | And Underground | Installations of every kind. 


ll SPECIAL ANTI-INDUCTION TELEPHONE CABLES. 

UNAFFECTED BY HEAT, | | * STEAM SHIPS, DOCKS, 

MECHANICAL STRENGTH \) CHEMICAL WORKS 

NS : HIGH INSULATION, ; \ E FACTORIES, MINES, | 

GOLD ME On PARIS BXHIBITION. 


64-Wire Anti-Induction Telephone. | 


REFERENCES AND PARTICULARS ON APPLICATION. 


Works: NORTH WOOLWICH, E. 


= ELECTRICAL ENGINEERS, 


hat Manufacturers of | 
| 


for 


COMPLETE 


Js at the 


London Representative : A. À. CAMPBELL SWIN TON, 66. "Victoria street, Westminster, | 


Telegrams: “ DUMAMIS,” LONDON. Telephone No. 3156. 


| | | 3614 
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TRE INTERNATIONAL 


: The CHEAPEST, MOST SIMPLE, RELIABLE, | 


5 
~ 


ELECTRIC 


MIX&GENEST;Lro. 
BOMB ON, EC, 


“GEREST, LONDON.” 
(oF. 


_ SOLE DEPOT.OF 
34, ALDERMANBURY, 


Telegraphic Address: 
SÉND HOR SAMPLE 


MOVEMENTS, 


INDICATORS, ALL SIZES: 
. and eee fitted with the x 
EFFECTIVE in the MARKET. NEW ERA MOVEMENTS . 


LARGE DISCOUNT TO THE TRADE. in: 


MOTORS 


Le ter designed to meet the requirements of Electric ao Engineers, 
For Arc or Incandescent Lighting, Direct; Charging Accumulators; 
1 ransmisriqn of lower; Electrolysis in all its branches, &ec., &e. 


50; 100, 200, 400, 700 and 1,000 WATTS. 
__ HAND-POWER DYNAMOS. AGENTS. 


LONDON : Paterson & Cooper. 


CONTINUOUS CURRENT IRELAND : The United Electricai_ E an je 


PENDULUM. 


r + reland, Li ited, | 
TRANSFORMERS. E. H. Cadiot, Paris. ” 
IT : Prospero, Peyran Turin, 
MULTIPOLAR MOTORS RUSSIA: Alphonse, at. Pout 
Price Lists and Particulars Free on application. 


AUS STIN & MYERS, Fute Electrical Works, ARMLEY, LE 


TRACTION 


IMMISCH, 
SPRAGUE, J ULIEN, 


and other Patents. 


ESTIMATES AND FULL PARTICULARS 
ON APPLICATION. 


THE GENERAL ELECTRIC 


POWER 


Electric Works, Kentish Town, LONDON, N.W. ; City Office, 35, NEW BROAD STREET, EC 


—_ 


FOR ELECTRIC LIGHTING, | 
DEPOSIT!ON OF METALS. | 4 
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LIMITED, 
ELECTRICAL & MECHANICAL ENGINEERS, MANUFACTURERS aur 


TO THE TRADE ONLY. 


Works, Showrooms and Offices: 


96 & 09, BREAD STREET, CHEAPSIDE, ‘LONDON, EC 


— 


“ POOLITE.” 


“POOLITE” SWITCHES 
(Patent) 
IN ANY STYLE OF 


DECORATION. 


THE PLATESSA CEILING ROSE. 
‘WM a | 


Largest Makers “NEW DIAMOND” 


of 
SWITCHBOARDS . (Patent) 
in + “For all ‘Current 
THE TRADE. 
PATENT. PATENT. 


Makers of 


PATENT LAMPHOLDERS 
under 
SPECIAL LICENSE. 


POOLE. & WHITH’S 


POCKET LOGARITHM TABLES. | 


POST FREE, PRICE ONE SHILLING. . 
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PLETON, BURBEY 
"BALMORAL BUILDINGS, 91, QUEEN VICTORIA st. | | 
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SLIT of STEBL and STEEL WIRE adapted to the INSTRUMENT and ELECTRICAL TADES 


MAGNETO WORKS, SHEFFIELD. 


MAGNET STEEL of the highest 
‘SWEDISH IRON, ABSOLUTELY PURE. AND DIAMAGNETIC. 
TOOL STEELS—ALL DESCRIPT:ONS.: - 


COLD ROLLED STEEL in all dimensions. COLD ROLLED STEEL tempered and polished in PRES 


SPRINGS, -HELICAL, SPIRAL, OR TO PATTERNS. : 
Best Round Steel Wire Polished in Lengths or Coils, all gauges. Tempered Wire, Polished and Plated Music Wire, 


dite 


Qualities for Springs, &c. | : = 


IMPORTERS . OF FINE AND ACCURATE — 


QUICK SPEED { 
SENSITIVE 


AMERICAN MACHINERY 


CHARLES CHURCHILL & CO., Ltd., | 


21, CROSS STREST, FINSBURY, LONDON. ° | 

CHARLESWORTH, HALL 


RICHMOND HILL IRON WORKS, 
SILVER MEDAL, BARCELONA, 1686. 


MAKERS OF 


ENCINES, 


DYNAMOS & MOTORS, 
SEARCH-LIGHT PROJECTORS, 
SHIP LIGHTING A A SPECIALITY. — 


Complete Installations 
all kinds, 
Estimates on Application. : , 


LONDON AGENTS, 


EWEN & Co., | 
87, WALBROOK, EC. 


0 
ce 


— 


ine 


= < 
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The following sizes of ¢ Compound-Wound Dynamos are 


‘MILLING MACHINES, 


DRILLING MACHINES LATHES, &. 
MORE SPINDLES. FINE TOOLS 1 IN GREAT 
ALSO | YERNIERS, - VARIETY. 29 : 
HEAVY POWER 16 Different 

_ DRILLS. SEND Is. FOR ILLUSTRATED CATALOGUE. 


4 kept in stock or in progres. ) 
Lamps. Amps. Volts. Speed PRICE. 
| 90 45 100 . 852 | #76 
180 90 100 | 1920 | #99 
: 220 | 120 100 |..880 | 
400 | 200 100 | —-825 | 
PROJECTORS IN _STOCE. | 
3522 
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ELECTRIC 


MANUFACTURERS OF 


ITELEPHONES. 


“WHOLESALE ORDERS on LY 


79, STREET, LONDON, 


NEW YORK AND ANTWERP. 


CENTRAL 


CROMPTON & COMPANY, LIMITED, have erected, or are now. | 
Central Stations, and manufacturing À for 


~ to supply 


321,000 


This répresents two-thirds of the total horse-power being put down | 


in this € ountèy for Continuous Electric Supply, or in other words, : 


100,000 LAMPS 


MORE THAR ALL OTHER LOW PRESSURE SYSTEMS COMBINED. 


3 we: infor tion: on the latest developments of Electrical Engineering and Tenders for Central Stations 4 
any magnitude, can be obtained by applying to— — 


“CROMPTON & CO. Ltd. 
MANSION HOUSE BUILDINGS, LONDON, E.C. 


4, VICTORIA MANSIONS, 32, VICTORIA STREET, S.W. 


MANUFACTURERS OF AND CONTRACTORS FOR 


STATION 


For LIGHTING, POWER:and TRACTION. 


Soe Proprietors OF THE SHALLENBERGER METER 
__ AGENTS FOR R TRE WESTINGHOUSE COMPOUND VERTICAL ENGINE. : 
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Automatic Fire and Burglar Alarm Set | 
ever offered to the Public. 


PROTECTION AGAINST FIRE. 


"THE TELEGR! MIC JOURNAL ARD ELECTRICAL REVIEW. | 


List No. 101.) “CIES 


The cheapest and most reliable « Carefully packed in wood Case, 
with full instructions how to fit 
it up. 


THE COMPLETE SET. 


“The advantage of such a System is obvious.” | 
 Extract from the Furniture Gatette. 


‘£1 10s. 60. 
À new and ingenious System.” a 
3 Extract from the Times. : 


20 Kep 


| [[}M 3% posn oq 03 [IU 40 GUO 03 Os yD JO UY s¥ 9804} JO 


ADJUSTABLE ELECTRIC THERMOMETER. 


Indicates present temperature as an ordinary Thermometer—acting, the same time, as a most thoroughly infallible Fire 
Alarm that will automatically ring the bell at any degree of heat. Invaluable for Private Houses, Warehouses, Greenhouses 


or any place where an indication of change of temperature is desirable. 
LSNIYOY 


and Peat Push 


Wall Rosette | 
Dining Room. 


for Bed or Bie 


-oBavaze Ajrepoods + fq 908 MOpUR Jo Joop Jo Fujuodo oy; 
YI} Of SMOPUTM pue s100q oy} Aq popazwns oq pue savifang fq 


LA 
- 
wee”. . 


“The test recommendation of this S À AS SE 


THE SET CONSISTS OF- 


One Jensen Patent Bell and B 
racket; a Battery 
à _ of special construction; a vibrate Combi- 
es + and Door Alarm: a Vibrate Combi- 
nation Witch and Window Alarm; a solid Ebony 


“Cannot fail to commend itself to all.” 
Extract from the Ironmonger. 


Pear Push; a Solid Ebony Wall Rosette connected 
with 5 feet of Silk covered flexible wire ; an Adjustable 
Mercurial Fire Alarm; 50 yards I. R. and D. C. C. 
Line Wire; and 3 gr. Staples. 


Extra Door or Window Alarms 2s. 6d. each. 


LONDON, W.c. 


GRAY'S INN ROAD 
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VERITYS PATENT MAKE BREAK” 


Arte the best in the maser A Stock À in hand with China or Brass Covers, or Special Cast  : 
Work suitable for High-Class Decoration. 


WERITY’S PATENT “SAFETY” SAFETY CUT-OUT, 


Best and ches . y B their use it is impossible to place a large fuse in à block intended for 
— smaller size This result is not obtainable with any other Cut-out. 6 


VERITY’S ELECTRIC LIGHT FITTINGS, 


The largest Stock and most varied assortment in London. 


WERI1TY’s, 


KING STREET, COVENT GARDEN, W.C.; and 187, REGENT STREET, W. 


TELEPHONE 2048. Telegrams : “BLECTROLER, LONDON.” 


THE ACME ELECTRIC WORKS 


| Telephone Ne. 7699. | (FRANCIS TEAGUE, Manager), [ Telegrams : “Sounder London.” 
Head Office & Showrooms: 17, PRINCES STREET, HANOVER SQUARE. Factory : PERDINAND STREET, CHALK FARM, AY. 


ELECTRIC AND TELEGRAPHIC ENGINÉERS AND CONTRACTORS TO H.M. WAR OFFICE 
ADMIRALTY, G.P.0. LONDON COUNTY COUNCIL, &c... . 


| MANUFACTURERS OF COCKBURN PATENT LOCK AND QUICK BREAK SWITCHES. : on 


Main Swritchboards, Cockburn Patent Cut Outs and F'uses, Electrical Accessories. 


| _ JAM ES PI KIN, 

ica 
à 
| 


- §6, RED LION ST,, CLERKENWELL, | 


SPECIALITIES: 


Capt. HOLDEN’S Chronographs, Volt and A 
Meters Reflecting G vanometers; 


| anu and Firing Keys, Hydrometers. 


BELL PRESSES, CEILING ROSES | PITKIN & NIBLET 


CUT-OUTS, LAMP-HOLDERS, 


Appliances for GARRETT’S MAGNETO BELLS & TRANSMITTER, 


IMPROVED PRIMARY AND SECONDARY Lits 


THE BERNSTEIN ELECTRIC LAMP CO, RE 
G. FRAZER'S _ 


2, HARLOGROUGH HARSIONS, VICTORIA OT. LONDON, SW. PALACE PLAIN WORKS, NORWICH 
OWNERS of the BERNSTEIN SYSTEM of ELECTRIC LIGHTING. | KH WW ji 


6æ" The lamps of this Company are of low resistance, and 
_ entirely free from the claims of other companies. i» 


W/, 4 774 7 4 Fi W y 
BR ASS G N M J iy 


MANUFACTURERS OF ALL KINDS OF 


PHOSPHOR BRONZE CABLE CASINGS 


CASTINGS 
COVHRINGS. +4 
INGOTS, | sPECIAL PATTERNS ON SHORTEST NOT! 


Lowest Prices on application. 
PHOSPHOR TIN, 1000 FEET AND UPWARDS CARRIAGE PAID TO LONDE® 


WILKE'S INDING 


FORE LONLO. | 


ALBION METAL WORKS, 
WOODCOCK STREET, 
BIRMINGHAM. 


Telegrams “Bronze,” Birmingham. 
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forts and Particularsaply TEE MANAGER, BATTERSEA FOUNDRY, 
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TRIG LIGHT & POWER COMPANY, Lm. 


ARE NOW MANUFACTURING SPECIALLY FOR THE 


TRANSFORMERS —__< | 
ATTERSEA EN BATTERSEA 
DYNAMOS. TERSEA EA D MOTORS 
£900 | MO APPARATUS 
0 40 HP 4260 
, 2) ELECTRIC LIGHT x Power LIN BP 


8121 


JOSHPH BOURNE & SON, 


MANUFACTURERS OF THE WELL-KNOWN. 


STONEWARE. TELEGRAPHIC INSULATORS AND BATTERY JARS. 


For Thirty years these manufactures have been celebrated for a high degree of vitrefaction combined with great great toughness and strength. 


Brown Stoneware. White Stoneware. Brown Porcelain. Porous 
Hconomy Strength and Durability combined. Prise Medal, Paris Electrical B 
Special Shapes for Telephone oil ik Lighting Wires. Fi 
Works: DENBY POTTERY, NEAR. DERBY. . 
London Office: NEW ST. PANCRAS STATION EUSTON ROAD, NW. do: 


RAMSDEN, CAMM 


“BRIGHOUSE. YORKSHIRE, 
ron and Steel Wire Drawers and Galvanizers. 


MANUFACTURERS 


- TELEGRAPH, TELEPHONE AND CABLE WIRE, 


xc?  Contractors to H.M. Postmaster-General, the Indian and Colonial Governments and ieading Railway Companies 
8. SPECIALITIES :-FINE SIZES OF H.C. COPPER, GERMAN SILVER, &c., WIRES. 


| 52% Ex 
2 
4 
> 
4s 
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Used for the last six years with the greatest success. 
GOLD MEDALS AWARDED. 


cheap, Bi Efficient, Strong, Silent. No Sparking! No Overheating | 


ILLUSTRATED CATALOGUES AND PRICES ON APPLICATION. 


JOHN & Wm. ROPER, BRADFORD, Yorks. 


CALLENDER’S BITUMEN TELEGRAPH a WATERPROOF Co, 


LIMITED. 
101, Leadenhall Street, LONDON + Telegrams: “CALLENDER, LONDON.” ‘Telephone, No. 4,485, 
| LIVERPOOL : 36, Dale Street, 
Works: ERITH, KENT, Telegrams: “ CALLENDER, PICARDY.” 8,411, 


UNDERGROUND MAINS 
LAID COMPLETE ON CALLENDER-WEBBER OR SOLID BITUMEN SYSTEMS. 


LEAD SHEATHED WIRES AND CABLES 
va FOR UNDERGROUND WORK, HOUSE AND FACTORY MAINS AND SHIP WORK. 
Concentric Cables-ARMOURED-Metal Sheathed. 
AHRIAI CABLES. | 
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A. STOKES & CO. 


MANUFACTURERS MACHINERY 


Bachine Scretus, Sinds, & Small 
Parts, 


For TELEGRAPH ENGINEERS, OPTICIANS, MATHEMATICAL, SURGICAL, 
MUSICAL INSTRUMENT, TRUSS and CHANDELIER MAKERS, 
STATIONERS, SUNDRYMEN, &c., &c. 


= BRASS AND COPPER SCREW WORKS, 
GREEN STREET, 


Deritenn, BIRMINGHAM. 


ESTIMATES GIVEN TO PATTERNS. 


VULCANITE 
CELLUVERT FIBRE. 


SHEET, RODS, OR TUBES. SPECIAL REQUIREMENTS MADE TO ORDER. 
VULCANITE CELLS AND PATENTED SEPARATORS FOR SECONDARY BATTERIES. 


Pure Para Telegraph Strip, Insulating Tape, &c. Patented Non-Stretching Pure Rubber Insulating 1 um 
eu ber Goods of all kinds for Electrical J'urpuets. 


PATENT COTTON “SIMPLEX” BELTING 


For DYNAMO, MAIN, and OTHER DRIWING. 


Valves, Sheet Rubber, Hose ines. Fire Hose, Chemical Appliances, Waterproof Garments, and all kinds of 
India-Rubber Goods in Stock, and to Order. 


PRICE LISTS ow APPLICATION TO 


DAVID MOSELEY & SONS, 


CHAPEL FIELD WORKS, 
ARDWICK, MANCHESTER. 
WAREHOUSES: 


57, Miller Street, GLASGOW. | 
20, Rue des Marais, PARIS. 


14, Place Sainte Gudule, BRUSSELS. 


2, 4; & 6, New Brown St., MANCHESTER. | 
29, Kl Reichenstrasse, 


14, Aldermanbury Avenue, LONDON, E.C. ww 
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CHARLES JOYNER CO. 


DA, 
MANUFACTURERS OF. 


‘SPECIALITIES: 


SAYERS’ a STURGES 
PATENT 


PENDANTS 
“COMPENSATING” ARC LAMP BLOCKS. 


PATENT “ COMBINATION’ 


 CEILING ROSES AND CUT- ours ie 


These Pendants will be found most convenient 
for Offices, Libraries, Studios, Dressing Rooms, and 
other places, where it is required to vary-the height — 
==, of the Lamp as well as the direction in which the 
Se light is reflected. 


CATALOGUES ON APPLICATION. 


No. E 51, CLOSED. 


‘ 4 


THE NEWTON 


i 


Highest Efficiency ; Beauty of Design ; ee 
Speeds ; Best Workmanship and Materials. 
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NEWTON & HAWKHIN Ss’ 


PATEN 


AUTOMATIC SWITCHES. 
NEWTON ARC Lamps. 


And every Requisite for Electric Lighting 
and Transmission of Power. 
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Telegrams : “ARC,» 
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MOTORS 


Actuatea by WATER, HOT AIR, PETROLEUM OIL, &a, 


FOR ELECTRIC LIGHT INSTALLATIONS, ren. | DOMESTIC AND STABLE MACHINERY: WATER RAISING tt | 


BAILEY’S PATENT HAAQ’S PATENT 
“ BAILEY-FRIEDRICH” SAFETY STEAM MOTORS. + HOT-AIR ENGINE. , HIGH-SPEED STEAM EME. 
{nexplosible Steady-Running, and Portable. Consumes 2 quarts of water per H.P. per day only | “dkllledattendance - 2 | For mA: machines other 


HAAGS’ PATENT HAAG’S PATENT | BAILEY'8 PATENT BAILEY’S PATENT BAILEY’S PATENT | 
“WATER MOTOR. HIGH-PRESSURE WATER MOTOR. “THIRLMERE” WATER MOTOR. ENGINE. WATER. MOTOR PUMPING 
May be driven by Town’s For use in pines, and places Much used for installe Pelegpenes, Dre ~ Jens a portion of the wate 
M used for dri hich dri 
wbere high mos, And small installations - À or the Engine to | 


JUST PUBLISHED.— “ BAILEY’S med an Illustrated Catalogue of the various Motors manufactured by W.H.B.§ Co. Post rm, fs, 


W. H. BAILEY & Co., Litd., Manchester, 


| He À Globe 
Works, 


ii 
tt 
1 


f Hy! 


ROBEY & COS COUPLED COMPOULD HORIZONTAL FIXED ENGINE, WITH PATENT TRIP 2 
FOR CENTRAL ELECTRIC LIGHT INSTALLATIONS. 1 


dés of the advantages secured by the use of this Expansion Gear are :—Great Kconomy in ps | 
Perfect Regularity in Ranning, Absence of Friction, Simplicity of Construction. 


ROBEY & CO., Globe Works, LINCOLM® 
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ENGINEERS LATHES, 


DRIVEN BY SELF-CONTAINED ELECTRIC MOTORS, 
Apply oR. BOLTON & CO. 110, Leadenhall St., E.c. 


Sheets, Rods, Tubes, Cells, &e., for Electrical entice, 
\ vii | THE NORTH BRITISH RUBBER CO. LIMITED, 
Edinburgh; London, 57, Moorgate St:; Manchester, % Charlotte 8t 
: Liverpool, 9, Lord Street.; Glasgow, 106, Buchanan St ; 
Newcastle-on-Tyne; 39, Grainger St.; Leeds, 65 & 66, Briggate. 5-47 


NEWCASTLE-ON-TYNE, 
Glectrical and General Éngüicers. 


‘TYNE DYNAMOS, 
JYNE ARO LAMPS, 
TYNE TRANSFORMERS. 


Sei Installations erected b experienced men at 


SPECIAL TERMS TO THE TRADE. — | | 
Complete Catalogue on application. = 


Telegraphic Addresses: 
: li Leadenhall Stree ws London. 

toria Buildings mpére,” Manchester. 

: ok Yard, Cloth Hall St. “ Dynamo.” Huddersfield. 
LASGOW : 58, Waterino Street. # Roots,” Glasgow. 

NEWCASTLE-ON-TYNE: Close Works, “Eaco,” Newc. wstie-on- 
JOHANNESBURG SOUTH AFRICA. Johannes- 
burg. 4:60 
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INDiIA- RUBBER - COMPOUND 


: 

4 > 

à be BE ~ 

| 2 

à SCCTION OF SHELTING 


É Made from 4-Ply for Cylinder and Faced Joints to any thickness for uneven surfaces, foe 


9 


The above, which can only be obtained from this house, is | 
| recognised as the Most Efficient and Economical Jointing 
| Material in use. It is composed of a specially-prepared | 
India-rubber Compound, protected by a covering of Yul- 
canised Asbestos Sheeting, as shown above, and as it 
is the only Jointing Material which adequately 
| combines PERMANENT ELASTICITY WITH. _// 
- HEAT RESISTANCE, ‘the advantages it 
, Possesses will at once be seen. | 


The Centre from which the requisite elasticity ts sane 
will adapt itself to uneven surfaces to which It maybe ap. 


a pro on to the centre and so tte 

ticity. For Manhole, Mudhole, Steam rs 
and Mash Tun Door Joints it is unegualiel: 
and if applied as directed a ring aa 

used many times over, © _* 


oe 


move any Incrustation, without injury 


BOILER PRESERVATIVE "| | 
' Will effectually keep Boilers clean and re- ere ee _ NON-CON DUCTING COMPOSI | 


to the Boiler Plates or Fittings. wide | 
À loss by reai- “4 à | 
LES ation, and = | 
: saves 40 per i | | 
cent. of fuel. 1885 | 
COMPOUND HYDRAULIC PACKING | —. 
18 SPECIALLY SUITED FOR | | 
HYDRAULIC MACHINERY, ACCUMULATORS, AND AMMONIA | ent out é 
AND ALL PUMPS. dry in bags 
| therefore 


~ 


cheaper than 
| others sent 


SS ACR All bags are marked ag above 
— 


ASBESTOS LUBRICANT. 


Any customer recciving 


| _ Drums are marked as above, 


plied, and allow the expansion and contraction ig etal: | 


| DEPOTS DEPOTS: 
' MANCHESTER: Cable Street, ù HULL : Humber Dock 

| LIVERPOOL : 2, Strand St., James St, ARK LONŸ GLASGOW: 35, Robertson Sie 

_  BELFAST, DUBLIN, ANTWERP, BERLIN, 4 | BARCELONA, TRIESTE, LISBON & GEL | 

AGENTS.—BIRMINGHAM—BELL & CO., 7, John Bright Street. CARDIFF: BELL & Co., West Bute Street, 

BELL'S ASBESTOS BELL'S ASBESTOS À|  BELL'S ASBESTOS. 
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| | Oll soldasBell’s Asbestos À questod to forward us 
ubricant, & Cask, Drum, + sample and particu * 
or Corks not markdas of where obtained. LY 
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Every Cask is sent out as above, all Cute 
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ADVANTAGES OF 'ASBESTOLINE. 
(ga ASBESTOLINE is the most efficient Lubricant for all bearings. 
SH ASBESTOLINE is the cheapest Lubricant. 
2) ASBESTOLINE saves from 60 to 90 per cent. of the Cost of Oil. 
a] ASBESTOLINE is the Cleanest Lubricant. 
| ASBESTOLINE is favoured by Insurance Companies. als 
ASBESTOLINE is the most Incdorous Lubricant. 
| ASBESTOLINE is the safest Lubricant, its flashing point being 700 F. 3 Neg 


"HEVW 


| ASBESTOLINE has beaten all other Lubricants in making trials. = 
ASBESTOLINE is applicable in and out doors in every climate. à | 
ASBESTOLINE requires no special application. BELLS ASBESTOS. 
7 | CONSISTENCY OF ASBESTOLINE. 
ls obtained ESTOLINE, to meet all circumstances, is made in four | ASBESTOLINE C, is for use in ical climates, both asho 
| mag be ap. . : degrees of consistency, A, B, C, and CC. and afloat. It is also invaluable in works in this Pr cd 
niohhiy | ASBESTOLINE A. is specially adapted to ordinary Land when the temperature is high.  _— | De A 
au oe Engines and Machinery, in and out-door, in this country. ASBESTOLINE CC, is ed for use on calenders, paper 
Steam Pipe ASBESTOLINE RB, a little more solid, is for use on Steamships _ machines, &c., where the bearings are heated by steam 
| unequalled, in temperate climates, also on land when it is desirable to ere | through, and ‘sometimes is advantageously used 
ring où à | have Lubricant stiffer than A. Re of C. 
* The reputation of Astestoline as a lubricant of the highest efficiency in every kind of machinery is established, and it has never been equalled by any other lubricant 


in the numerous cases of special difficulty in which the best oils are ineffectual. This reputation is growing daily, because it is based on the experience of 
thousands of users under the severest circumstances any lubricant has ever been subjecte1 to, and not on mere laboratory tests and professional analysis 
of insignificant quantities. It is used with marked success in Steel and Iron Works, Collieries, Cotton and Wool Milis,and other Textile Manufactories. In Corn Mills it 
has proved invaluable on the roller and other modern machines. In Saw Mills on Machines going up to 5,900 revolutions per minute, its work has never been app: oached 
| by any other lubricant. On Electric Lighting Machinery, and in Steamships of all sizes throughout the world, the success of Asbestoline is unequalled.- Many engines and 
machines of all descriptions give trouble and show bad results ,both in working and wear, when the system of lubrication has not reccived due consideration. Engineering 
yy firms of the highest standing have given to it their powerful testimony and support. : : 


SUPPLIED IN KEGS, 28 56 lbs. or 112 Ibs. 
SPECIAL TERMS FOR LARGE QUANTITIES. 


SE IMPORTANT TO EXPORT MERCHANTS.—One Pound of “ Asbestoline ” equals 2 gallons of Oil weighing 18 Ibs, 
mn Street, consequently the saving in freight is very considerable, Liberal Terms are conceded to Export Merchants, | 


BELLS ASBESTOS 
D AG G E R DAGGER “4% PACKING. P ACKIN G 


ROUND. 


Expansion Engines of the latest type. These Packings are composed of Rolled Asbestos Cloth, but the India- 
rubber is placed in two forms to suit various cases. ; 


K=” In ordering, state whether square or round required. =A 


BELL'S ASBESTOS COMPANY, LIMITED, 


DEPO SOUTHWARK, LONDON, SE. 
TS:—MANCHESTER : Cable Street, Blackfriars. LIVERPOOL : 2, Strand St., James St. HULL: Humber Dock Basin. 
es GLASGOW: 35, Robertson St. DUBLIN, BELFAST, ANTWERP, BERLIN, BARCELONA, TRIESTE, LISBON, & GENOA. 


BIRMINGHAM: BELL & CO. 7, John Bright Street. BRISTOL: ROBERT STOTESBURY, 114, Redcliff Street. 
ANDIFF ; BELL & CO., West Bute Street. | sn 


| 
| 
| 
|| 
= | 4% 
| 
L 
8. | 
| 
Patent. || | | 
“4% 13 || MD Every 10 feet has label as above, and bears our Trade Mark. Ui 5 | 1D 
7 Under this registered title are included the inventions of Mr. Field, and experience has proved'them to be 
ag above THE MOST EFFICIENT, DURABLE, AND ECONOMICAL PACKINGS ever made. They constitute such a 
combination of Asbestos and India-rubber as secures the maximum of elasticity and heat resistance, and they 
are therefore UNEQUALLED FOR EVERY KIND OF ENGINE. These Packings are being universally used by 
T most of the leadin \ DA hi CRETE nies i ‘ae a in 4 | and a aha 
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LIMITED, 
Serew Blanufactiwers, 
24. CHARLES ST, HATTON GARDEN, 


LONDON, E.C. 


TWO MEDALS 


For Excellency of Manufactures, 


PARIS INTERNATIONAL EXHIBITION, 1839. 


ALL THESE GOODS ARE SHOWN IN FULL SIZE AND KEPT IN STOCK, 


371 
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THESE SCREWS ARE CUT FROM EOLID STRAIGHT DRAWN METAL BY OUR PATENT AUTOMATIC ce 


BRITISH ASSOCIATION STANDARD THREADS! 
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No Royalty ! À 


ROAD Rental: 


serves for a thoroughly practical and | 
| telephone ne, 


| Do. do. do. above 2 miles. 3:10 0 


f = 7% 
ull = 
- = 
< 
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POWNALL ROAD, DALSTON, ‘LONDON; 


aly 4 187, WEST REGENT STREET. GLASGOW; anp 
EAST DOCK BUILDINGS, QUNDEE: | 
any of which places the tastraments be and tested, 


PATERSON COOPER, 


ELECTRIC. LIGHT; AND! TELEPHONE? ENGINEERS 
MANUFACTURERS OF DYNAMOS, ARC LAMPS, MEASURING INSTRUMENTS, te, 


SLVER MEDAL INTERNATIONAL ELEOTRIO EXHIBITION. 1882. 


PHILLIPS 


Glectricians, 


OFFICES AND WoRKS: ut E 
MANUFACTURERS OF CABLES, WIRES, &c. TO. ANY. SPECIFICATION. 


‘MULTIPLE CABLES, AERIAL AMD SUBTRRRANEAN 


| ft Pe, and Compound Wires of every description for Telephone and Electric Bell Werk, 


FANCY BRAIDED WIRES OF EVERY DESORIPTION. 


Manufacturers Contractors, 
‘GOTHIC WORKS, KING us NORWICH 


“O7 AND “pr TY FHS). 


CONTINUOUS CURRENT TRANSFORMERS, 
| MOTORS. | 


Specially Wound Dynamos to charge cells and supply eonstant 


8, PRINCES MANSIONS, VICTORIA STREET, LONDON: |} 


LAUREN CE, SCOTT & Co., Ltd., 


ILEGRAPE xxili 
L4 


Bis The “COMBINATION” TELEPHONE. as shown here | 


Price for each with 3 
Battery complete, for lines-up to 2 miles. 2 12 . 


‘BALE. - to Lamp Mains independently and at the same time. en 
DISCOUNTS TO THE TRADE, _ AGENTS 
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Obes and Warehouses: 106 & 100, CANNON STREET, ‘LONDON, £6, | 4 


‘TELEGRAPH “ENGINEERS AND cr 1 


Morse” Inkors, takers, Single eodle, Wheatstone’s 
Resistance Coils, Sir 


nd As à Battery for all hic purposes it 
other kinds of Batteries also mandfactured. Hbenite Hbonite Cells, Carbon Plates, &o. 


| SEMAPHORE REPEATERS, LIGHT ” INDICATORS, AND WALKER’S “ PASSENGER AND GUARD” — | 


TELEGRAPH STORES AND APPARATUS OF EVERY DESORIPTION. 


a Complete System of Torpedoes for Harbour and Coast | 


A Gonstant Battery for Mining and Blasting Purposes. ey 
| fr the SUPPL, CONSTRUCTION, and MAINTENANCE ot THLRGRAPS 


MANUFACTURERS OF 


VULCANISED INDIA RUBBER. 


VALVES SHEET, BUFFERS, SPRINGS WASHERS WHEEL TYRES CORD TUBING, AND DOOR AND CARRIAGE M 


_ INDIA RUBBER AND CANVAS SUCTION AND DELIVERY HOSE 
INDIA RUBBER and OANVAS STEAM PAOKING— ROUND, SQUARE, and SHEE, 
INDIA RUBBER MACHINE DRIVING BANDS. 


WATERPROOF GARMENTS AND FA BRICS 


rappers, Diving Dresses, Bete Hospitals, Water and 


EBONITE. 


Hot affected by Vinegar or Hydroshloris or Aoû. 
Tubes, Mouthpieces. Sheet and od. 
GUTTA-PERCHA. | 


Works: SILVERTOWX, ESSEX, LONDON, E.; PERSAN-BEAUMONT, 
London Office—106, CANNON STREET, EC. 
Warehouse—100, CANNON STREET, E.C. — 0 


à 
| 
(| 


TORPEDO APPARATUS 


THE INDIA-R UBBER, GUTTA-PEROHA, AND TELEGRAPH WORKS OOMPANY (DES 


nc 
AND OF THE 2 %, 


_SILVERTOWN PATENT FIRING BATTERY: 


| BRANCH WARZEOUSHS: 
Lrvemrooz ... … 63, Castle Street. 
+ DFOBD IOBKSHIBS eee 
... eve … 64a, Street. 
Bunrast eee eee eee eee 88, High Street. 4: 
Dusim eee 15, St. Andrew Street. 
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